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NORTH  OXFORDSHIRE  UNITED  DISTRICTS 
Medical  Officer  of  Health 

l®Ho  Brearley ,  M.B«9  B*S® 9  L®R.CoP«g  M.R.C.S.^  D.P.H® , 

”Gleevesr%  Over  Norton ,  Near  Chipping  Norton,  Oxon® 

(Tel®  Chipping  Norton  2680 ). 

Public  Health  Inspectors  and  other  employees  of  the  District 
Councils® 

BANBURY  MUNICIPAL  BOROUGH 

Chief  Public  Health  Inspector s  F®  Appleyard,  DoP^A®,  (Lend®) 
F.R.S*H»9  A*M.J.S.E.9  M.I.H®  (Hons®)  8  Horsefair  Banburjo (Tel® 
Banbury  3291 )  Retired  31st  May,  1966® 

Mr-  GoR®  Paling,  M.R.S^H®,  M«A.P.H.I. 

(Commenced  1st  June,  1966®j 

Senior  Additional  Public  Health  Inspectors  Mr*  G*  Mills,  M®AoP®HoX» 
(Commenced  15th  August,  1966®) 

Additional  Public  Health  Inspectors 5  Messrs®  Go  Ross  (left  31st 
March,  1966)  A®  Beaton  (left  4th  September,  1966)  and  D-  Sutherland 
(left  25th  September,  1966}  Messrs.  M®A®  Gray,  M.A«P*H.I® 

(Commenced  19th  July,  1966)  R®  Barrett  (Commenced  31st  October, 
1966)  and  A0W0  Merrett,  M.A.P.H.X®  (Commenced  1st  November,  1966) 

Inspector  under  Diseases  of  Animals  Act  and  Orders,  Mr®  G® Stevens 

Rodent  Operative,  Mr®  HoP®  Mil liken 

Manager  of  Public  Slaughter,  Mr®  P®J®  Hearse® 

CHIPPING  NORTON  MUNICIPAL  BOROUGH 

Chief  Biblie  Health  Inspectors  J®D.  Mitchell,  A.R.S®H«  (Also 
Surveyor),  Borough  Surveyor’s  Office,  Guildhall,  Chipping  Norton® 
(Tel®  Chipping  Norton  2341/2) 

Additional  Public  Health  Inspectors  R.F®  Cowlin,  A.S.S®Ho 

WOODSTOCK  MUNICIPAL  BOROUGH 

Public  Health  Inspector  (Also  Surveyor)"  J®  Cameron,  Council 
Offices,  6  Park  Street,  Woodstock®  (Tel®  Woodstock  2X6)® 

WITNEY  URBAN  DISTRICT 

Chief  Public  Health  Inspector  %  Wo  Hetherington,  M®A*P.H«I®, 

Council  Offices,  Church  Green,  Witney®  (Tel®  Witney  3241)® 

Additional  Public  Health  Inspectors 2  LoJ.  Roberts,  X®C®  Thomas® 

BANBURY  RURAL  DISTRICT 

Chief  Public  Health  Inspectors  D®C.  Thompson,  M®L  Mun®Eo  ,  M*R*S®Eo 
(Also  Surveyor),  Bodicote  House,  Banbury  (Tel®  Banbury  3268/9 )® 

Additional  Public  Health  Inspectors  G®A.  Whittle,  A*R.S*H® , 

Rodent  Operatives  Mr*  S.  Mooreo 
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CHIPPING  NORTON  RURAL  DISTRICT 

Chief  Public  Health  Inspector;  R.Y„  Joshua,  A.R.S.H.  (Also 
Surveyor),  Greystones,  Burford  Road,  Chipping  Norton,  (Tel. 
Chipping  Norton  2311)* 

Additional  Public  Health  Inspector:  Mr.  Cartwright,  M.A.P.H.I., 
(Commenced  l8th  June,  1966). 

Rodent  Operative,  Mr.  A.E.  Wright. 

WITNEY  RURAL  DISTRICT 

Chief  Public  Health  Inspector:  W.T.  Stone,  M.R.S.H.,  M.A.P.B.Io, 
Council  Offices,  The  Hill,  Witney,  (Tel.  Witney  3051 )° 

Senior  Additional  Public  Health  Inspector:  Mr.  Campion  M.A.P.H.Io, 
(Commenced  1st  February,  1966) 

Additional  Public  Health  Inspectors: 

K.  Calcutt,  A.R.S.H.,  M.A.P.H.I., 

General  Assistant:  T.H.  Hayter. 

Rodent  Operative:  Mr.  E.  Sparrowhawk. 
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ANNUAL  REPORT  FOR  THE  YEAR 

1966 

NORTH  OXFORDSHIRE  UNITED  DISTRICTS 

To  the  Mayors,  Chairmen,  Aldermen  and  Councillors  of  the 
Constituent  Authorities 

LADIES  AND  GMTLEMEN, 

I  beg  to  submit  to  you  the  Annual  Report  for  the  North 
Oxfordshire  United  Districts  for  1966* 

The  Annual  Report  for  the  Borough  of  Banbury  is  published 
separately,  although  some  of  the  statistics  are  included  in 
this  part  of  the  report  for  purposes  of  comparison . 

VITAL  STATISTICS 

The  following  are  the  Vital  Statistics  for  the  various 


local,  authorities  in 

the  Combined  Districts  for 

1966;- 

Birth  Rates  (Corrected) 

Banbury  M®B® 
Chipping  Norton 

19 

Banbury  RoD® 

20.5 

Mo  Bo 

14.4 

Chipping  Norton 
RoD. 

18o5 

Witney  ILDo 

14.1 

Woodstock  MoBo 

25 

Witney  RoD® 

X9o5 

England  and 
Wales 

17»7 

Death  Rates  (Corrected) 

Banbury  MoB® 
Chipping  Norton 

11.3 

Banbury  R®B® 

10 

Mo  B® 

12.1 

Chipping  Norton 
Rc  Do 

9°7 

Witney  UoD® 

12.3 

Witney  R®B® 

10.4 

Woodstock  M®Bo 

1608 

Ehgland  and 
Wales 

11.7 

These  figures  are  the  corrected  Birth  Rates  and  Death  Sates® 
This  means  that  allowance  is  made  for  the  differing  age  and  sex 
distribution  of  the  population  in  the  various  districts®  Factors 
are  provided  by  the  Registrar-General  which  allow  for  this® 

The  overall  birth  rate  for  the  area  was  19® 3?  and  the  overall 
death  rate  was  9® 9  (A  total  of  2082  births  and  1062  deaths}® 

CAUSES  OF  DEATH 

The  following  were  the  chief  causes  of  death  during  the 
years- 
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Malignant  Neoplasm  -  Stomach 
Malignant  Neoplasm  -  Lung,  Bronchus 
Malignant  Neoplasm  -  Uterus 
Malignant  Neoplasm  -  Breast 
Other  Malignant  and  Lymphatic  Neoplasms 
Leukaemia 

Vascular  lesions  of  Nervous  System 

Coronary  disease ,  Angina 

Other  Heart  Diseases 

Other  Circulatory  Disease 

Pneumonia 

Bronchitis 

Motor  Vehicle  Accidents 
All  other  Accidents 
Suicide 


) 
) 
) 

10  ) 


25 

50 


26 

117 

9 

186 

253 

90 

32 

82 

42 

24 

15 

15 


) 

) 

) 

) 

) 


237 


The  highest  number  of  deaths  in  the  Combined  districts 
was  from  Coronary  Disease  (253)®  Cancer  as  a  group  caused  237 
deaths  whilst  Cerebral  vascular  disease  caused  186  deaths « 


Coronary  Disease 

What  pathological  changes  take  place  in  this  disease  are 
well  known  but  whey  they  occur  is  still  somewhat  of  a  mystery® 
In  the  past  an  excessive  intake  of  animal  fats,  the  degree  ©f 
hardness  of  water,  the  stress  and  strain  of  modern  life,  lack 
of  physical  exercise  or  excessive  smoking  have  been  blamed  and 
although  it  is  on  these  diseases  that  public  health  action 
should  focus,  it  is  difficult  in  the  lack  of  definite  knowledge 
to  say  what  the  action  should  be*  One  of  the  disturbing 
factors  is  the  early  age  at  which  deaths  may  occur,  in  1967 
there  was  one  death  below  the  age  of  30,  six  in  the  age  group 
35  -  45,  19  in  the  age  group  45  -  55  and  39  in  the  age  group 

55  -  65* 

Cancer 

Again  a  group  of  conditions  in  which  the  pathological 
changes  are  well  known  and  indeed  one  where  many  of  the 
causative  agents  are  known  but  also  a  group  in  which  the  reason 
why  some  people  should  develop  the  disease  and  others  should 
not  remains  a  mystery.  Again  a  group  @f  disease  that  is  a 
cause  of  death  in  the  younger  members  of  the  population® 

There  was  one  death  aged  2  years,  one  death  in  the  age  group 
15  -  25,  three  deaths  in  the  group  25  -  35?  eight  deaths  in 
the  group  35  -  45,  29  deaths  in  the  group  45  -  55  and  75  in  the 
age  group  55  ~  65.  Public  Health  action  at  the  moment  can 
only  be  directed  at  education  of  the  public  to  seek  early 
diagnosis  and  to  avoid  causal,  agents  where  these  are  known; 
and  also  to  removing  from  the  envirement  these  known  agents. 
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Cancer  of  the  lung  accounted  for  50  deaths  in  the  year  (some 
21  per  cent  of  all  cancers);  from  the  evidence  of  many  countries 
there  can  be  little  doubt  that  cigarette  smoking  is  a 
causative  factor  in  the  production  of  many  of  these  cancers 
but  experience  shows  that  to  separate  people  from  their 
cigarettes  is  by  no  means  easy® 

Considerable  attention  has  been  focused  recently  on  the 
taking  of  cervical  smears  to  detect  a  precancerous  co&ditloa 
of  the  Uterine  Cervix®  The  test  is  a  useful  test  as  a 
screeing  procedure  on  selected  cases  and  although  treatment 
following  a  test  can  almost  certainly  produce  a  cure,  cancer 
of  the  Cervix  is  not  a  giant  amongst  the  cancerso  Cancer  of 
the  Uterus  (not  necessarily  of  the  Cervix)  showed,  as  increase 
to  10  deaths  in  the  Combined  Districts  during  the  yearo 

INFANT  MOmLITT 

The  infant  Mortality  Hates  for  each  Local  Authority  are 
as  follows 


Banbury  M0B0 

25o4 

(14) 

Banbury  H0D0 

l4o2 

(5) 

Chipping  Norton 

Mo  Bo 

(0) 

Chipping  Norton 
Mo  B. 

(0) 

Witney  UoB« 

(5) 

Witney  R.D. 

X3o2 

(8) 

Woodstock  Mo  Bo 

(0) 

England  and 

Wales 

19 

Excessive  importance  is  sometimes  attached  to  rates  ©f 
infant  mortality  based  on  very  small  numbers ,  6ogo *  less  than 
10  deaths;  the  actual  number  of  deaths  are  shown  -  in  brackets 0 
It  should  be  noted  therefore  that  comparisons  with  other  areas 
or  earlier  years  may  have  little  statistical  significance o 
The  overall  infant  mortality  rate  in  the  Combined  area  was 
X5o4o 

INFECTIOUS  DISEASES 

The  following  are  the  total  numbers  of  notifications 
recorded  in  the  Combined  Districts  for  1966s-  (Not  including 


Tuberculosis) 

-Scarlet  Fever  1.6 

Measles  371 

Whooping  Cough  58 

Dysentery  (Sonne)  12 

Erysipelas  3 

Food  Poisoning  1 

Acute  Primary 

Pneumonia  2 

Meningo e  o  c cal 

Meningitis  1 
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DIPTHERXA 


There  have  been  no  eases  of  Dipfheria  in  the  area  since 
1946s  For  children  under  5  the  Triple  Vaccine  containing 
immunising  agents  for  Diptheria,  Whooping  Cough  and  Tetanus 
is  now  used®  A  further  dose  is  suggested  on  entering  school 
at  5  years  of  age,  of  a  vaccine  containing  immunising  agents 
against  Diptheria  and  Tetanus® 

POL-ieMmXTlS 


No  cases  occurred  during  the  year®  Immunisation  continued 
with  oral  vaccine  (Sabin  type)  being  used  extensively «  It  is  a 

more  efficient  immunising  agent  and  acts  in  a  shorter  time  than 
the  Salk  Vaccine  formerly  used®  A  fourth  booster  dose  is  now 
given  orally  to  children  of  school  age® 

TUBERCULOSIS 

39  cases  of  Pulmonary  Tuberculosis  were  notified  during 
the  year,  and  three  of  non  pulmonary  tuberculosis®  Three 
deaths  occurred® 


BeG.G®  Vaccination  Is  now  given  through  the  School  Health 
Service  for  children  between  13  and  14  years  of  age®  The 
scheme  has  recently  been  extended  to  include  pupils  of  14 
years  and  upwards ,  who  are  still  at  school  and  students 
attending  universities ,  training  colleges  for  teachers  and 
technical  colleges®  B®0®G»  Is  also  offered  to  long  stay 
immigrants,  who  do  not  react  to  a  Tuberculin  test® 

A  partial  Mass  Radiography  survey  held  in  Witney  R®D®C® 
showed  no  abnormal  incidence  of  Tuberculosis® 

WATER  SUPPLY 


(l)  Quality  and  Quantity 

Speaking  generally  It  may  be  said  that  in  those  parts  of 
the  area  which  are  served  by  piped  supplies  the  water  has  been 
sufficient  in  quantity  and  satisfactory  in  quality® 


In  the  Banbury  Rural  District  the  whole  of  the  area  is 
now  supplied  by  the  Borough  of  Banbury®  Much  ©f  the  Witney 
Rural  District  is  supplied  by  the  Witney  Urban  District  Scheme® 


Work  on  the  scheme  to  supply  the  Chipping  Norton  Rural 
District  from  the  Oxford  Waterworks  has  made  good  progress  and 
is  expected  to  be  completed  by  the  early  part  of  196?® 

(ii)  Bacteriological  Examination 

Where  information  is  given  regarding  the  bacteriological 
examination  of  water  supplies  the  classification  suggested  by 
the  Ministry  has  been  adopted  as  follows 


Presumptive  Collform 
Count  per  100  nil® 


Class  1®  Highly  Satisfactory  ®®  ®® 


Class  2®  Satisfactory 


©  0  o  © 


©  © 
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©  ® 


©  o 


lees  than  1 
1-2 


Presumptive  Goliform 
Count  per  100  ml* 


©  ©  «  ®  ©  © 


Class  3°  Suspicious 
Class  4 e  Definitely  Polluted 


10 


o  greater  than 

10. 


The  presence  of  B®  Coli  immediately  places  a  supply  in  Class  4® 


Practically  all  of  the  public  supplies  examined  during  the 
year  have  been  Class  1®  No  serious  pollution  occurred  during 
the  year;  the  majority  of  supplies  on  Class  4  were  from  private 
wells  in  the  villages.  Details  are  given  elsewhere  in  the  report 
under  individual  Local  Authorities® 


(iii)  Plumbo- Solvency 


There  are  no  Plumbo-solvent  waters  in  the  area,  as  practically 
all  are  hard  waters. 


Civ)  Contamination 


Carting  of  water  was  necessary  during  the  year  because  of 
contamination  in  one  area  in  Witney  E.D.C.  Further  details  are 
given  in  the  part  of  the  report  dealing  with  this  area. 

(v)  Connections  to  Mains 


In  the  Urban  Districts  and  Boroughs  the  vast  majority  of  the 
houses  are  connected  to  the  mains®  With  regard  to  the  Rural 
Districts  the  position  has  improved  a  great  deal.  In  the  Banbury 
the  whole  of  the  area  has  mains  water  available;  whilst 
in  the  case  of  Witney  R.D*C«  the  figure  is  probably  about  90  per 
cent®  In  Chipping  Norton  R.D*G*  the  proportion  was  much  less9 
when  work  is  completed  on  the  Oxfordshire  Water  Scheme,  virtually 
all  areas  will  have  a  properly  piped  supply  of  maims  water. 


HOUSING 


As  a  result  of  a  survey  undertaken  throughout  the  area 
several  years  ago,  all  houses  having  a  rateable  value  of  under 
£20  (1948  value)  were  inspected  and  placed  in  one  of  the 
following  categories 


Glass  1« 
Class  2, 
Class  3. 


Houses  fit  in  all  respects. 
Houses  requiring  minor  repairs < 


Houses  with  major  defects 9 
capable  of  being  made  fit  at 
a  reasonable  cost. 


uUt 


Glass  4®  Houses  incapable  of  being  made 
fit  at  a  reasonable  cost© 


It  is  only  houses  in  this  latter  category  which  require  to  be 
represented  to  the  Local  Authority  -under  Housing  Act,  1957  See© 157° 
Speaking  generally  there  are  three  courses  open  to  the  Local 

Authority,  if  they  decide  to  accept  the  representation  -  either  to 
make  a  Demolition  Order  or  a  Closing  Order  (if  the  house  earnest  he 
demolished  without  detriment  t©  the  adjoining  buildings)  ©r  t© 
accept  an  undertaking  from  the  owner  not  to  let  the  house  for  further 
habitation  until  it  has  been  made  fit  to  the  satisfaction,  of  the 
Council© 


Houses  in  Class  3  were  dealt  with  under  provisions  of  the  Public 
Health  Act  1936* 

Details  are  given  under  the  Local  Authorities  individually® 
PUBLIC  SWIMMING  BATHS 

There  is  one  public  swimming  bath  in  the  Borough  of  Banbury, 
which  is  owned  by  the  Corporation®  It  has  an  adequate  filtration 
and  chlorination  system  and  bacteriological  examinations  have 
been  satisfactory®  The  water  is  from  the  public  supply® 

NATIONAL  ASSISTANCE  ACTS  1948  -  1951 

Action  for  compulsory  removal  under  these  Acts  was  necessary 
during  the  year  in  only  one  case,  in  the  Chipping  Norton  Rural 
District,  that  of  an  elderly  man  living  in  very  neglected 
conditions  who  had  fallen  ill  with  pneumonia® 

He  was  admitted  to  a  Geriatric  hospital  where  he  recovered® 

He  unfortunately  died  later  In  the  year® 

It  remains  for  me  to  express  my  thanks  to  all  the  members  of 
the  Local  Authorities  of  the  United  Districts  for  their 
co-operation  and  to  the  Chief  Public  Health  Inspectors  and  their 
staff  for  their  continuing  help  and  loyalty® 

I  am, 

Your  obedient  Servant , 

Dr®  L®H®  Brearley® 
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CHIPPING  NORTON  MUNICIPAL  BOROUGH 

CHIPPING  NORTON  MUNICIPAL 

BOROUGH 

Section  A 

STATISTICS  AND  SOCIAL  CONDITIONS  OF  ME  AREA 


Area  (Acres)  ®o  . .  .  ♦  . .  •  •  ®e  2,380 

Population  (R.G. *s  estimate)  1966  .®  ..  •  •  4,320 

Number  of  inhabited  houses  .  •  •  «<>  1,450 

Number  of  commercial  premises  ••  . •  • •  150 

Number  of  Industrial  premises  •  ®  . .  «,  •  ®  ®  5 

Rateable  ¥alue  (as  at  1st  April,  1966)  <>£142,427 

Sum  represented  by  a  penny  rate  . *  ®  *  • •  • •  £585 


Extracts  from  the  Vital  Statistics  of  the  Year 

BIRTH  RATE 


Total 

Male 

Female 

England  & 

Wales 

61 

31 

30 

Legitimate 

57 

28 

29 

Illegitimate 

4 

3 

1 

Birth  Rate  per  1 

,000  population  14.1 

Corrected  Birth 

Rate  (Factor  1*02)  14.4 

17.7 

Illegitimate  Birth  ®.  6.' 

6  per  cent  of 

total 

live  births 

Still  Births  (pe 

r  1,000  total  live  and 

still 

births) 

31-8.  15.4 

DEATH  RATE 

Total 

Male 

Female 

No*  of  deaths 

53 

27 

26 

Deaths  per  1,000 

population  . . 

*  12.3 

Corrected  Death 

Rate  (Factor  0®99)  12® 

1 

11.7 

Causes  of  Death 

Male 

Female 

Malignant  Neoplasm  - 

Stomach 

1 

=> 

Malignant  Neoplasm  - 

Lung ,  Bronchus 

4 

2 

Malignant  Neoplasm  - 

Uterus 

<=3 

1 

Other  Malignant  and  ! 

Lymphatic 

Neoplasm 

4 

3 

Leukaemia  . .  „ .  • . 

<z>  9  «  ©  <& 

©  ©  ©  <5*  ©  © 

1 

en 
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CHIPPING  NORTON  MUNICIPAL  BOROUGH 


Causes  of  Death 


Male 


Vascular  lesions  of  Nervous  System 
Coronary  Disease ,  Angina  .... 
Hypertension  with  Heart  Disease 


Heart  Disease  • 


Q  0  Q  © 


<2  <9  0  ©  ©  O  ©  ©  ©  ©  ©  ©  ®  O  © 


Other  Circulatory  Disease  • . 


©  ©  ©  9  ® 


©  ©  ©  «•  ©  ©  ©  ©  ©<*>  ©  •  ©  ©  ©  o  ©  <*> 


0  9  ©©  O  «  0©  0  O  ©  ©  ©  ©  ©  © 


©  *  ©  © 


Pneumonia 
Bronchitis 

}Other  Diseases  of  Respiratory  System 
Congenital  malformations 
Other  defined  and  ill-defined  diseases 

1 

Motor  vehicle  accidents 
All  other  accidents 
Suicide 

Syphilitic  Disease 


©  ®  ©  © 


©  <9  0  0  9  O  • 


©  ©  ©  ©  9  <S>  0©  ©0  ©0  0©  ©  © 


©  ©  © 


0  ©  ©  © 


3 

4 
1 
1 
1 
1 
1 

1 

1 

1 

1 

1 


Female 

5 

3 

2 

2 

3 

1 

3 

1 


Total  -  All  Causes 

. . -  -  . . . - . . 

Infant  Mortality 

No.  of  deaths  of  Infants  under  1  year 

• •  • •  NIL 

No.  of  deaths  of  Infants  under  4  weeks 

e  «  .  .  NIL 


2?  26 


England  &  Wales 


No.  of  deaths  of  Infants  under  1  week 

©  «  ®  a  NIL 

Infant  Mortality  per  1,000  Total  Live  Births  19*0 

Legitimate  infant  deaths  per  1,000  Legitimate 

Live  Births  0 

Illegitimate  infant  deaths  per  1,000  Illegitimate 

Live  Births  0 

Perinatal  Mortality  (stillbirths  and  deaths  under 
1  week)  per  1,000  Total  Births  ••  31*8  26®3 


Section  B 

PREVALENCE  OF,  AND  CONTROL  OVER,  INFECTIOUS  DISEASES 

Notifiable  Diseases  During  the  Year 

Disease  No©  of  cases  No©  of 

Notified  Deaths 

Scarlet  Fever  ©  •  •  *>.«,©©.*  2  0 
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CHIPPING  NORTON  MUNICIPAL  BOROUGH 


As  seen  from  the  above  table ,  there  has  been  a  very  low 
incidence  of  infectious  disease  in  the  Borough  during  the  year® 

TUBERCULOSIS 

There  were  2  new  cases  of  Tuberculosis  (pulmonary)  during 
1966  and  no  deaths® 

Laboratory  Work®  This  is  carried  out  by  the  Public  Health 
Laboratory,  Walton  Street,  Oxford® 

Section  C 

SANITARY  CIRCUMSTANCES  OF  THE  AREA 


1®  Wafer  Supply 

(a)  The  supplxes  to  the  Borough,  Parish  of  Over  Norton 
and  the  fringe  area  of  the  Chipping  Norton  Rural 
District  Council  were  maintained  from  the  five 
springs  works  at  Old  Chalford®  With  the  making  of 
the  permanent  connection  between  the  northern  trunk 
main  and  Old  Chalford  Works  there  should  be  an 
adequate  available  supply  in  the  foreseeable  future, 
however,  there  still  remains  a  problem  of 
distribution  due  to  inadequate  main  size  in  relation 
to  general  post-war  and  current  development® 

The  western  fringe  area  particularly  has  been  affected 
by  pressure  drops  during  peak  periods  and  although 
this  has  been  partially  overcome  by  feeding  the  area 
from  the  high  level  system,  this  can  only  be 
considered  a  temporary  measure,  having  regard  to  the 
contemplated  development  of  the  intervening  land 
areas® 


(b)  Thirty-one  samples  of  water  were  submitted  to  the 
Public  Health  Laboratory  and  all  found  to  be 
bacteriologically  satisfactory® 


Four  samples  of  water  were  submitted  for  chemical 
analysis  and  found  to  be  satisfactory  and  in  all 
respects  similar  to  previous  samples® 


Total 

Hardness 


Permanent 

Hardness 


(i)  Old  Chalford  (4  Springs)  308  ppm  .104  ppm 


(±±)  Old  Chalford 


260  ppm  102  ppm 


Fluoride 

Content 

Less  than 
Ool  ppm 

Less  than 
Ool  ppm 


2®  Sewerage  and  Sewage  Disposal 

(a)  The  installation  of  secondary  final  effluent  treatment 
consisting  of  lagoon,  submersible  and  rising  main  to 
grass  area,  was  completed  during  the  year® 
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All  final  effluent  is  now  given  a  polishing  treatment 
comprising  gravitating  alternatively  over  portions  of 
grassed  area  before  discharge  to  stream;  since  the 
operation  commenced,  all  samples  have  complied  with  Royal 
Commission  Standards  as  required  by  the  Discharge  Consent 
of  the  Thames  Conservators. 

(b)  Five  local  industries  have  entered  into  agreement  with 
this  authority  under  the  Public  Health  (Drainage  of 
Trade  Premises)  Act  1937  and  Public  Health  Act  1961. 


The  affects  of  these  agreements  appear  to  be  reflected 
both  in  the  lower  strength  of  crude  sewage  received  at 
the  works  and  the  more  efficient  manner  in  which  the 
works  have  been  dealing  with  the  effluent. 

Section  D 
HOUSING 


Dwellings  erected  by  L.A  •  • 

Houses  erected  privately  • • 

Slum  Clearance  - 

Houses  demolished 
Houses  closed 
Undertakings  not  to  re-let 
Other  Housing  - 

Standard  Improvement  Grants 
Discretionary  ®  ©  « ©  ©©  ©  * 

Caravan  Licences  at  31st  December 


©  © 


&  © 


©  © 


•  O 


©  © 


©  © 


Q  © 


©  © 


©  © 


©  © 


©  © 


63 

32 


©  © 


©  © 


©  © 


©  © 


©  © 


©  © 


©  © 


©  © 


©  © 


©  © 


<»  © 


©  © 


NIL 

4 

1 

12 

NIL 

9 


Section  E 
FOOD  INSPECTION 


(i)  Food  Premises 

Inspections  of  food  premises  were  continued  and 
notifications  of  contraventions  of  the  Food  Hygiene 
(General)  Regulations,  i960,  were  served  on  occupiers 
where  necessary.  68  visits  were  made  to  food  premises 
during  the  year,  excluding  inspections  under  the 
Offices,  Shops  and  Railway  Premises  Act,  1963® 


Number  of  food  premises  in  the  Borough 
The  following  are  the  types  of  business?- 
Food  Factory 
Grocers 
General  Shops 
Greengrocers 


©  ©  00  ©  <®  ©  © 


GO  GO  ©©  ©  Q 


O©  <5>  OO  ©  ©  ©  O  Go 


©  ©  OO 


©  <*)  &  &  GO 


1 

8 

7 

4 


12 


CHIPPING  NORTON  MUNICIPAL  BOROUGH 


o  o  ®  o  ©  <0 


©  <s>  ©  o  ©  o 


Fish  Shops  -  wet 
Fish  Shops  -  Fried 
Batchers  » » 

Confectioners 
Cafes 
Bakehouse 
Bakers  f  Shops 
Hotels  and  Public  Houses 
School  Canteens 
Mineral  Water  Factory 
Small  Goods  Factory 


<►  ®  ©  © 


©  ®  © 


©  ©  <D  Q 


©  ®  Q  O 


©  ©  © 


©  ©  ©  O  © 


©  €>  ® 


O  ©  © 


o  ®  ©  © 


©  ©  ©  © 


o  ©  ©  o 


©  •  ©  © 


€>  ©  ©  © 


<*  ®  •  © 


©  ©  0)0) 


•  ®  ©  © 


©  ©  o  o 


®  ©  o  © 


O  ©  9  © 


©  © 


©  © 


©  © 


©  o 


©  © 


©  © 


©  © 


«  © 


©  © 


©  © 


©  o 


a  q 


©  © 


o  o 


o  © 


©  o 


©  © 


o  o 


©  © 


o  o 


o  o 


o  o 


1 

2 

6 

7 

6 

1 

2 

16 

2 

1 

1 

65 


There  are  no  poultry  processing  premises  in  the  Boroughc 

(ii)  Number  of  premises  registered  under  Section  16  of  the 
Food  and  Drugs  Act,  1955s- 


©  ©  ©  0 


Sale  of  Ice  Cream  « ® 
Manufacture  of  Sausages 
Preparation  and  Cooking  of  Food 


©  ©  ©  c 


©  ©  ©  o 


19 

6 

5 


30 


(iii)  Number  of  premises  fitted  to  comply  with 
Regulation  l6„ . 


o  ©  O  ©  ©  o  o  ©  ©  o  o  o  o 


Number  of  premises  to  which  Regulation  19 
applies 


©  ©  ©  ©  o  o  © 


©  ©  &  ©  ©  ©  © 


64 


64 


Number  of  premises  fitted  to  comply  with 
Regulation  19  ° ®  ©  ©  ©  ©  •  ®  ©  ©  ©° 


(It)  Meat 


100  per  cent  meat  inspection  was  attained  again 
at  the  slaughterhouse  owned  by  the  Co-operative 
Society  Limited©  This  work  involved  178  visits 
to  the  slaughterhouse®  Details  of  inspections  and 
condemnations  are  as  follows s- 


13 


CHIPPING  NORTON  MUNICIPAL  BOROUGH 


Cattle 

Cows 

Calves 

Sheep 

Pigs 

Total 

Number  killed 

292 

0 

1 

868 

789 

1950 

Number  inspected 

292 

0 

1 

868 

789 

1950 

All  diseases 
except 

Tuberculosis 
and  Gysticerci 

Whole  carcasses 
condemned 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Carcasses  of 
which  some 
part  or  organ 
was  condemned 

49 

Nil 

Nil 

62 

79 

140 

Percentage  of 
number  inspected 

16.77 

Nil 

Nil 

7.14 

10.01 

9.74 

Tuberculoses 

only 

Whole  Carcasses 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Carcasses  of 
which  some 
part  or  organ 
was  condemned 

Percentage  of 
number  inspected. 

.Nil 

Nil 

Nil 

Nil 

0.63 

0o255 

C.  Bovis  only 

Whole  Carcasses 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Carcasses  of 
which  some  part 
or  organ 
was  condemned 

1 

Nil 

Nil 

Nil 

Nil 

Nil 

Caracsses  and 
offal  submitted 
to  treatment 
by  cold  storage 

1 

Nil 

Nil 

Nil 

Nil 

Nil 

Total  weight  of  meat  condemned  7  cwts.  19  16  lbs. 


(iv)  Other  Foods 

witirwri—niMniMM  iniaii  ii  irt  a—wnfiT’ 

Other  Foods  voluntarily  surrendered  during  the  year 
are  as  follows s- 
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Article 


Corned  Beef 
Chopped  Pork 
Other  Tinned  Meats 
Vegetables 
Fruit- 


No.  of  tins  Total  Weight 

Packets  etc.  Cwts.  Qrs.  Lbs.  Oz* 


9 

9 

6 

3 

7 


1  15  4& 

1  8 

2  4 

9  3 

1  3  5 


Total  Weight 


Section  F 
INDUSTRIAL  HEALTH 
FACTORIES  ACT,  1961 


(l)  Inspections 


No, 


Factories  in 
which  Secs. 
1-4,  Secs. 

6  and  7  apply 

Factories  in 
which  Sec.  7 
applies 

Other  Premises 


30 

3 


Total 


35 


Inspections 


Written 

Notices 


23 

5 


30 


12  3i 


Prosecutions 
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CHIPPING  NORTON  MUNICIPAL  BOROUGH 
(2)  Cases  in  which  defects  were  found:- 


Sectio 

n  133 

Section  3^ 

l  a  _  Jl _ _ _ 

Nature 

of 

Work 

(1) 

Noo  of 
outworkers 
In  August 
list  req- 
uired  by 
Section 

133  (l)(c) 
(2) 

No*  of 
cases  of 
default 
in  send¬ 
ing  lists 
to  the 
Council 

(3) 

No®  of 
prosec¬ 
utions 
for 

failure 
to  supply 
lists 
(4) 

No®  Of 
instances 
of  work 
unwhole¬ 
some 

premises 

(5) 

Notices 

served 

(6) 

Pros- 

edit¬ 

ions 

(7) 

Wearing 

Apparel 

Making 

etc* 

2 

— 

OFFICES t  SHOPS  AND  RAILWAY  PREMISES  ACT,  1963 


The  following  table  gives  the  number  of  premises  registered 
and  inspected 
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Noo  registered 
during  year 

Total  number 
registered  at 
end  of  year 

Noo  of  premises 
receiving 
general  visit 
during  year 

Offices  0 

22 

12 

Retail  Shops  0 

47 

42 

Wholesale  Shops  0 

1 

1 

Catering 

Establishments  0 

10 

7 

Fuel  Depots  0 

1 

0 

The  majority  of  faults  were  minor  in  nature  and  no 
prosecutions  had  to  be  taken  against  offenders * 

The  number  of  persons  employed  are  given  below 

t  =* 

No©  of  persons 
employed 

Offices 

115 

Retail  Shops 

226 

Wholesale  Shops 

29 

Catering  Establishments 

57 

Fuel  Depots 

2 

Total  90  09  OS  09 

©  ©  © «  420 

Males  os  e>©  @®  ©o  ©o 

©  o  o  ©  171 

Females  ®  ©  o©  ©o  © « 

so  ©  ©  258 

WITNEY  URBAN  DISTRICT 
WITNEY  URBAN  DISTRICT 


Section  A 

Statistics  and  Social  Conditions  of  the  Area 


Area  in  Acres  1354 

Population  ; 

Census  1961  921? 

Population,  1966  (R.G.’s  estimate)  10,010 

No.  of  Inhabited  Houses  3?l6? 

Rateable  Value  at  31®3»67®  £394,027 

Product  of  a  Penny  Rate;  £1,575 


Social  Conditions  and  Occupations 

The  main  industry  of  the  town  is  blanket-making ;  there  are 
four  such  factories o  The  other  industries  are  glove-making, 
machine  tool  works,  military  headgear  factory  and  laundry® 

There  are  a  large  number  of  out-workers,  mainly  employed  in 
gloving  and  the  making  of  soft  toys.  A  considerable  number  of 
the  inhabitants  are  employed  either  at  the  B.M.Co  Car  Factory 
or  Pressed  Steel  Company  in  Oxford,  and  at  Smith’s  of  England 
Factory  within  the  neighbouring  Rural  District. 


Extracts  from  the  vital  statistics  of  the  year 

Mrth  Rate 


Total 

Male 

Female 

Legitimate 

144 

73 

71 

Illegitimate 

10 

7 

3 

154 

so 

74 

Still  Births 

1 

1 

0 

Birth  Rate  (per  1,000  population) 

15  *4 


England  &  Wales 
17®  7 


Birth  Rate  (Corrected) 


14.3 


Still  Births  -  rate  per  1,000  births 

6.5 


15*4 


Illegitimate  Births  -  6.5  per  cent  of  total  live  births 

Death  Rate 

Total  Male  Female 
Deaths  99  51 


Death  rate  (per  1,000  population)  9«8 


48 

England  &  Wales 
1966 
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Death  Rate  (Corrected) 
Causes  ©f  Death? 

Malignant  Neoplasm 


12*4 


Male 


Stomach 

Uterus 

Lung 

Breast 


o  o 


4 

O  ©  ®  ©  ©  9 


©  ©  ©  ©  ©  ©  ©<*  ©© 


©  ©  ©  ®  © 


©  © 


.  8 


©  ©  ©  ©  ©  © 


Other  Malignant  Neoplasms  ® •  8 

Dxabetes  o®  ©  ®  ©  o  ©  ©  ©©  1 

Vascular  lesions  of  Nervous 
System  ©  ©  ©®  ®  ©  ©  ®  ©©  1 

Coronary  Disease  © •  © «  ©  ©  7 

Hypertension  with  Heart  Disease  1 


Other  Heart  Disease 
Other  Circulatory  Disease 
Pneumonia 
Bronchitis 


©  ©  ©  ©  ©  © 


©  ©  ©  G  ©  © 


©  ©  ©  ©  ©  © 


5 

1 

1 

2 


Gastritis  ihteritis  and 
Diarrhoea 


90  0  O  ©  O  ©9  ©  e 


Other  diseases 
Suicide 
Other  Accidents  © 


o  o  o  o  o  o  o  o 


©  ©  ©  © 


©  ©  ©  © 


9 

2 

1 


51 


INFANT  MORTALITY 


Deaths  under  1  year  ©  ©  ®  ©  « •  5 

Deaths  under  4  weeks  © ©  © ®  ©  ®  5 

Deaths  under  1  week  © •  ©  ©  © ©  4 

Infant  Mortality  -  per  1,000 
births  (live)  ©*  ©*  ©*  32©5 

Neonatal  Mortality  per  1,000 
live  births  ©  ©  oe27®8 

Early  neonatal  ©  ®  ©  *  ©  ©  ©  ©  26 

Deaths  of  legitimate  infants 
per  1^000  legitimate  births  27° 8 

19 


England  &  Wales 

11.7 

Female 

1 

2 

1 

6 

5 

3 

4 
7 

6 
2 
4 
1 

2 

2 

1 

css 

48 


England  &  Wales 

1966 


X9o0 

X2o9 

n°i 


WITNEY  DEBAN  DISTRICT 


England  &  Wales 


Deaths  of  Illegitimate  infants 
per  1,000  Illegitimate  births  «.  1 

Perinatal  Mortality  ©*  oo  • «  ®©  32*3  26®3 

Section  B 


PREVALENCE  OF,  AND  CONTROL  OVER,  INFECTIOUS  DISEASES 
Notifiable  Diseases  during  the  Year 
Dysentery  *  ®  oo  ©  ®  ©  ©  ©  ©  ®  ®  ®  ©  1 

Pneumonia  ®  *  ©  ©  ©  ®  •  ©  ©  ©  ©  ®  ©  ©  1 

Measles  oo  a>  c  «>©  <£>•  ®  ©  ©  ©  OO 


There  were  five  new  cases  of  Pulmonary  Tuberculosis  in  1966 
and  no  deaths© 


Laboratory  Examinations 

These  are  carried  out  by  the  Public  Health  Laboratory, 
Walton  Street,  Oxford® 

Section  C 

SANITARY  CIRCUMSTANCES  OF  THE  AREA 


Water  Supply 

The  Council  is  the  Water  Undertaker  and  has  a  Waterworks 
situated  on  the  River  Windrush  at  Worsham,  about  4  miles  west  of 
Witney®  Water  is  pumped  from  the  river  and  after  passing 
through  settlement  tanks  and  rapid  gravity  sand  filters,  chlorine 
and  ammonia  are  added  and  the  water  then  passes  into  an  underground 
clear  water  tank©  From  this  tank  it  is  pumped  to  various 
reservoirs  in  the  Rural  District,  and  to  the  main  reservoir 
situated  on  the  south  side  of  the  Witney-Burford  road  at  Whitehall 
from  which  it  flows  by  gravity  through  a  twelve  inch  diameter 
trunk  main  to  connect  with  the  distribution  mains  in  the  Urban 
District®  The  whole  of  the  Urban  District  is  served  by  water 
mains®  New  mains  are  laid  as  necessary  to  provide  a  supply  of 
water  to  new  development© 

Water  Examinations 

'***"***'"  "ITT— ■■  »i>iiimini  mi - 1 — ni —  - 

Regular  samples  were  taken  of  the  water  in  the  town  supply 
with  most  satisfactory  results  and  the  results  are  given  below© 

The  water  is  considered  to  be  moderately  hard© 

Water  samples  were  taken  as  follows $- 

Bacteriological  ©®  4 

All  were  satisfactory® 

Refuse  Collection  and  Disposal 

Collection  of  refuse  was  performed  weekly  a  Kerbside  Collection 
being  provided®  Disposal  was  by  means  of  tipping  pulverised  refuse 
on  a  site  adjacent  to  the  Sewage  Disposal  Works,  where  the 
pulversation  plant  is  situated© 
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Rodent  Control 

Rats  and  mice  appear  to  have  been  kept  to  an  acceptable 
low  level  again*  Control  within  the  town  area  was  carried 
out  b y  a  part-time  rodent  operator  employed  for  this  purpose* 
This  service  was  needed  to  a  much  smaller  degree  even  than  last 
year* 

The  following  table  gives  details  of  the  work  of  rodent 
control  in  the  district 


<D  O  O  O  O  O 


©  o  a>  ©  oo  ©  © 


Ngo  of  Families  housed  by  Local 
Noo  of  Discretionary  Grants  oo 
of  Standard  Grants 
of  Houses  erected 

louses  erected  pri 

f  Caravans  Licensed  at  31st  December 


o  o  9 

e  o  2 


jy  o  o 


oo  oo  oo  oo 


nt 


o  ©  o  o  o  o 


oolll 

oo  38 


TYPE  OF  WORK 

PROPERTIES 

TOTAL 

Local 

Authority 

Dwellings 

Business 

Farms 

Noo  of  Properties 
inspected  as  a 
direct  result  of  s 

(a)  Complaints  of 
infestation 

9 

83 

14 

CSO 

106 

(b)  Surveys  and 
other  drain 
complaints 

1 

5 

6 

e=a 

12 

No©  of  Properties 
covered  by  above 
inspections 

10 

88 

20 

ns 

Prevalence  of  raiss 

4 

65 

13 

taa 

82 

Prevalence  of  mice  s 

5 

10 

pea 

15 

No®  of  property 
treatments 

9 

65 

25 

<-^3 

99 

Section  D 

HOUSING 

No®  of  Demolition  Orders 

©  0  00 

0 

No®  of  Closing  Orders 

©  O  O  O  ©  «0  ® 

00  ©  © 

0 

Noo  of  Clearance 

Areas 

O  O  €>  O  O  ©  O 

©  0  00 

0 

WITH®  URBAN  DISTRICT 


The  slum  clearance  programme  following  the  195^/55  survey 
is  now  virtually  complete  and  interest  has  turned  to  improvement 
schemes o  A  partial  survey  however  of  a  possible  improvement 
area  proved  disappointing e  101  houses  were  inspected,  59  being 
found  lacking  in  one  or  more  of  the  basic  amenities*  Of  these 
59  occupiers,  38  were  not  interested  in  having  any  improvements 
done  (includes  l8  old  age  pensioners)*  The  1964  Act  as  it 
stands,  is  unlikely  to  produce  much  in  the  way  of  improvement 
of  older  properties* 

Section  E 
FOOD  INSPECTION 

The  slaughterhouse,  which  is  privately  owned,  although  of 
fairly  new  construction,  being  built  during  1958,  was  extensively 
re-designed  and  extended  during  the  latter  part  of  1962  to  provide 
some  suitable  storage  facilities  for  carcases  away  from  that  part 
of  the  building  used  for  slaughtering*  The  present  inspector 
staff  enabled  100  per  cent  inspection  to  be  achieved*  Experiments 
in  spray  cleaning  of  carcases  have  been  carried  out  and  this  method 
is  now  in  full  use  and  has  proved  satisfactory* 

Slaughterhouse  Statistics 


Cattle  Calves  Sheep  Pigs 

nil . .  . . .  ,l-— n. 


Number  killed  and  inspected  5464 

All  diseases  except 

Tuberculosis  and 
Cysticerci  - 

Whole  carcases  condemned  9 


Carcases  in  which  some 

part  or  organ  was  condemned  1309 

Percentage  of  the  number 
inspected  affected  with 
disease  other  than 
tuberculosis  or  cysticerci  24*1 

Tuberculosis  only  - 

Whole  carcases  condemned  - 


398  25170  20585 

9  100 

2  2712  3023 

2*8  liol  14*8 

cn  U3  £33 


Carcases  of  which  some  part 
or  organ  was  condemned  1 


Whole  carcases  condemned 


397 


Carcases  of  which  some  part 

or  organ  was  condemned  29  «* 

Carcases  submitted  to 

treatment  by  refrigeration  20  -  -  - 

Total  weight  of  meat  condemned s  21  tons  13  ewts*  98  lbs* 


22 


WITNEY  URBAN  DISTRICT 


Other  foods  voluntarily  surrendered  during  the  year 


Article 


Noo  of  tins 
packets,  etc. 


Total  Weight 


Fresh  Meat 
Cooked  Meat 
Fresh  Vegetables 
Individual  packs  of  food 


400  IbSo 

30  IbSo 

54  cauliflowers 


l44? 


Food  Premises 

There  has  been  a  steady  improvement  in  the  standard  of  hygiene 
in  food  premises  during  the  year*  612  visits  to  food  premises  have 
been  made  and  36  informal  notices  have  been  served* 

The  following  are  the  details  required  by  the  Ministry 

(a)  No®  of  food  premises  in  area  *>  *  ®o  114 

No*  of  food  premises  registered  under 
Food  and  Drugs  Act,  1965,  Sec®l6  *  e  36 

Meat  Products  (manufacture)  •  •  ••  **  7 

Ice  Cream  ( Sal e)  ©®  ©  ©  ®  ©  a®  ©  ©  29 

No®  of  inspections  of  Food  Premises  612 

The  following  are  the  types  of  business  selling  and  handling  food® 


Bakers 


©  ©  ©  ©  ®  «*  ©  ®  <30  ©3 


OO  OO 


Caterers  and  other  premises  where  meals 
are  served 


o  <s>  O  O  OO  <D  o 


©  O  ©  O  <t>  o  00 


©  ©  ©  ©  ©  ©  ©  ©  o© 


Public  houses 
Butchers 
Fishmongers  and  Fried  Fish 
Sitfeet  Shops  * •  • •  © « 

Grocers  and  General  Stores 
Greengrocers  ©  ©  © •  © ® 

Meat  Products  Manufacturers 
Slaughter  Houses 


00  ©  o  ©  © 


&  Q  O  O 


o  o  ©  o 


©  Or  o  CD 


O  ©  (D  O 


©  ©  ©  O 


O  ©  ©O 


©  O  © 


©  ©  ©  © 


<D  ©  O  © 


39 

35 

12 

5 

6 

22 

7 

2 

1 


(b)  The  number  of  premises  fitted  to  comply  with  Section  16  100 

The  number  of  premises  to  which  Section  19  applies  ©  •  93 

The  number  of  premises  fitted  to  comply  with  Section  19  93 


WITNEY  URBAN  DISTRICT 


(c)  There  are  no  Poultry  Processing  Units  in  the  area* 

Section  F 


INDUSTRIAL  HEALTH  FACTORIES  ACT,  1961 


(l)  Inspections 


Number  Inspections  No*  of  Prosecu- 

Written  tions 
Notices 


L  Factories  to  which 
Seco  and  7 

apply  *  •  3 

2®  factories  to  which 

Be Co  7  applies  ••  ..  66 

3®  Other  premises  to  which 
Sec®  7  applies  (Not  on 
register)  «•  . •  ®  ®  5 


20 


8 


Totals  -  74 


2 


2 


24 


WITNEY  URBAN  DISTRICT 


(a)  Defects  Found 

Found  Remedied  Referred  Referred 

to  H.M.  by  H.M. 

Inspector  Inspector 

Sec.  1®  Want  of 
Cleanliness.® 

<30  QC3 

Sec.  2«  Overcrowding 

"  «* 

Sec.  3«  Unreasonable 
temperature 

ce  00  CU  Q» 

Sec®  4®  Inadequate 
ventilation 

£30  OD  cat  CO 

Sec.  6©  Ineffective 
drainage  of  floors 

oa  ao  «SS3  03 

Sec.  7®  Sanitary 
conveniences  - 

(a)  Insufficient 

2  2 

(b)  Unsuitable  or 
defective 

«  ao 

(c)  Not  separate 
for  sexes 

CS  CSS  COB  <SS 

Other  offences  against 
the  Ac  t  ©  ©  ®  ©  ©  ® 

CS  CBS  «a  OD 

Totals  2  2  - 

No®  of  Outworkers 

Resident  in  Area  23  All  employed  in  clothing  trade® 
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wimsi  urban  district 


OFFICES,  SHOPS  AND  RAILWAY  PREMISES  ACT,  1963 
Total  Registration  and  General  Inspections  dur&ag  year- 


Class  of 
Premises 

New  Registrations 
1966 

-  Total  Reg=- 
istratione 
at  31012.66. 

Nco  of  Persons 
complete  Employed 
Surveys 

Offices 

10 

56 

30 

331 

Retail  Shops 

12 

111 

88 

549 

Wholesale  Premises 

1 

1 

22 

Catering  and 

Canteens  5 

7 

12 

94 

Fuel  Stores 

1 

2 

4 

TOTAL 


28 


177 


Total  number  of  visits  -  263 


131  180 

Males  34? 
Females  653 


ANALYSIS  OF  GONTRAVMTXQIS 

,n  ,  .IT.,nrmrMr r.W-nmffwr  i 

(From  premises  surveyed  and  informal  notices  issued) 

Humber  of  Contraventions  Found 


Cleanliness 

Overcrowding 

Temperature 

Ventilation 

Lighting 


®  a>  ©  ©  e>  e 


S>  ©  ©  © 


©  ©  <D  ® 


«v  ©  CD  ®  ©  © 


9 

1 

22 

8 

13 


Seats  (Sedentary  workers) 
Eating  Facilities 
Floors ,  Passages  and  Stairs  18 


00  ©  e  ©  © 


Fencing  exposed  parts  of 
Machinery 


«>  0  <l>  o  ©  ©  ©  ©  ®  © 


36 


Sanitary  Conveniences  14 


Protection  ©f  young  persons 
from  dangerous  machinery  • . 

Training  of  young  person 
working'  at  dangerous 

machinery 


®  ©  ©  «  ©  O  ©  ©  CD  © 


Supply  of  drinking 
water 


©  ©  ©  © 


Clothing  Accommodation  7 
Sitting  Facilities  • •  2 

General 

SUMMARY  OF  VISITS  AND  ACTION 
Total  No.  of  Visits  and  Inspections 
Complaints  and  enquiries 
Informal  notices 

26 


Prohibition  of  heavy  work  • *  0 
First  Aid  •  <>  •  •  <,0  .  .18 


©  ©  CD  ©  *  © 


1  ©  CD  G  ©CD  0O  ©  <J>  G  O  ©  o 


1  CD  U>  <v  <I>  &  <3>  0>© 


3975 

248 

117 


WITNET  URBAN  DISTRICT 


Statutory  notices  served  under  Various 

Acts 

© 

©  ©  © 

0  9 

- 

Housings  Closing  and  Demolition  etc. 

> 

©  o 

© 

©  o  a 

©  o 

cu 

Some  purposes  for  which  visits  were 

made  s - 

Housing  defects  and  other  housing  purposes 

© 

©  ©  & 

o  o 

379 

Overcrowding 

o  e 

©  © 

© 

©  ©  o 

o  a 

5 

Structurally  dangerous  premises 

©  © 

o  e 

O 

©  o  o 

o  © 

5 

Rent  Act  Purposes 

©  o 

o  © 

© 

©  ©  © 

©  o 

- 

Caravans  ®  ©  ©  ©  ©  ©  ©  © 

©  © 

©  © 

© 

©  ©  © 

o  o 

44 

Offensive  accumulations  and  nuisances 

©  © 

© 

©  42  Q 

©  Q 

40 

Dustbins,  refuse  disposal  and  salvage 

©  © 

© 

©  O  © 

O  O 

356 

Nuisances  from  noise  ©  ©  ©  ©  ©  © 

<D  O 

o  © 

© 

*  ©  © 

O  © 

5 

Drains,  cesspools  and  conversions 

©  O 

©  © 

o 

©  ©  a 

©  o 

104 

Water  supply,  swimming  pools  and  river 

sampling 

©  © 

5 

Infectious  diseases  and  food  poisoning 

©  © 

© 

©  ©  © 

o  © 

9 

Rats  and  mxce  ©  ®  ©  ®  ©o  ©  ©  ©  © 

O  O 

©  o 

© 

o  o  © 

o  o 

546 

v ermxn  ®o  ©  ©  ®  ©  ©  ©  ©  o 

©  © 

o  o 

© 

«&  ©  o 

O  G 

45 

Clean  Axr  Act  ©  ®  ©  ©  ©  ©  ©  ©  ©  © 

o  e 

©  o 

© 

G  o  © 

©  © 

23 

Factories  Act  ®  ©  ©  ©  ©  ©  ©  ©  ©  ® 

©  © 

©  © 

© 

©  ©  © 

o  © 

88 

Petroleum  ©  ©  ®  ©  ©  ©  ©  ®  ©  © 

®  © 

©  © 

o 

o  o  © 

o  © 

68 

Offices,  Shops  and  Railway  Premises 

Act 

© 

0  0  0 

©  o 

265 

Sale  ©f  Fireworks  ©  ©  ®  ©  ©  © 

©  o 

G  © 

o 

a  o  o 

O  0 

15 

Food  premises  and  associated  visits 

G  © 

G 

&  o  © 

o  o 

1704 

Abattoir  ©©  ©  ©  ®  ©  ®  ©  ®  © 

o  © 

©  o 

1092 

Bakehouses 

o  © 

€>  a 

25 

Butchers  ©  ©  ©  ©  ©  ©  ©  ©  ©  © 

o  © 

©  o 

77 

Catering  Establishments  ©  © 

©  o 

©  © 

93 

Sweet  Shops  and  Ice  Cream  ©  © 

tf>  o 

O  G 

8 

School  canteens 

o  o 

©  © 

12 

Greengrocers 

©  © 

a  o 

18 

Grocers  ©©  ©  ®  ©  ®  ©©  ©  © 

©  o 

©  o 

99 

Market  Stalls,  mobile  shops 

©  Q 

®  © 

38 

Food  Inspection  for  condemnation 

o  o 

79 

Licensed  premises  ©©  ©  ©  ©© 

©  o 

O  <£> 

113 

Witney  Feast  Fair 

©  G 

2 

complete 

days 

Miscellaneous  premises 

O  O 

G  © 

49 

2? 


WOODSTOCK  MUNICIPAL  BOROUGH 
WOODSTOCK  MUNICIPAL  BOROUGH 

Section  A 


STATISTICS  AND  SOCIAL  CONDITIONS  OF  THE  AREA 


Area  in  Acres  15? 

Population  s 

Census ,  1961  1808 

Mean  Population,  1966  (RoGo’s 

estimate)  2200 

Number  of  Inhabited  Houses  650 

Rateable  value  (as  at  December,  1966)£6?,5 52 

Sum  represented  by  a  penny  rate 

(1966/67)  £263 


SOCIAL  CONDITIONS  AND  OCCUPATIONS 

The  main  industry  of  the  town  is  glove-making,  there  are  two 
glove  factories c  The  town  is  in  the  centre  of  a  large 

agricultural  district® 

EXTRACTS  FROM  THE  VITAL  STATISTICS  OF  THE  YEAR 

BIRTH  RATE 


Total 

Male 

Female 

England  &  Wales 

Legitimate 

54 

23 

31 

1966 

Illegitimate 

1 

1 

0 

55  24 

Birth  rate  (per  1,000  population) 

31 

25 

Corrected  Birth  rate 

25 

17«7 

Illegitimate 
live  births 

Still  births 

Births  per  cent  of  total 

1.8 

(2)  per  1,000  total  births  35  °1 

15.4 

Total 

DEATH  RATE 

Male  Female 

England  &  Wales 

Deaths 

37 

19 

18 

1966 

Death  rate  per  1,000 

population  16 • 8 

Corrected  death  rate  1608  11 «? 

The  number  of  deaths  attributed  to  the  Borough  were  increased 
by  the  large  County  Old  Person’s  Home  in  the  Borough,  which  had 
commenced  to  close  during  the  year  under  review®  Twenty- four  of 
all  deaths  were  in  the  age  group  seventy-five  years  and  over® 

28 


Causes  of  Deaths- 


WOODSTOCK  MUNICIPAL  BOROUGH 


Female 

2 


Male 


Cancer  -  Other  Malignant  neoplasms  3 

Stomach  1 

Breast  -  - 

Vascular  lesions  of  Nervous  System  2  1 

Coronary  Disease  1  1 

Other  heart  Disease  -  1 

Pneumonia  10  5 

Bronchitis  1 

Other  Diseases  1  2 

Gastritis,  Enteritis  and  Diarrhoea  «  1 

Motor  Vehicle  Accidents  1  « 

Total  o •  19  lB 

There  were  no  infant  deaths  during  the  year® 

Section  B 


PREVALENCE  OF,  AND  CONTROL  OVER,  INFECTIOUS  DISEASES 
Notifications  of  Infectious  Diseases  received  in  the  years- 

Measles  4 
TUBERCULOSIS 

i 

There  was  one  new  case  of  Tuberculosis  in  the  year,  and  one 
deaf ho 

Laboratory  Works  This  Is  carried  out  by  the  Public  Health 
Laboratory,  Walton  Street,  Oxford® 

Section  C 

Water  supply  ;  The  Borough  is  supplied  from  the  Oxford  City 
Water  Works  at  Swinford®  The  adjoining  parishes  of  Hladon, 
Kensington  Without  and  Wootton  have  the  same  supply® 

Drainage  and  Sewerages  The  outfall  works  are  designed  to  deal 
with  a  dry  weather  flow  of  59 i 000  gallons  per  day,  and  are 
situated  close  to  the  River  Glyme®  The  purification  works 
consist  of  detritus  chambers,  sedimentation  tanks,  percolating 
filters  and  a  humus  tank  the  effluent  being  discharged  Into 
the  River  Glyme®  It  is  necessary  to  pump  the  entire  flow  to 
the  outfall  works®  This  work  takes  sewage  from  the  adjacent 
part  of  the  Rural  District  and  is  overloaded,  an  extension  to 
be  financed  jointly  with  the  Rural  District  is  planned  for  the 
near  future  and  with  new  housing  estates  being  built,  this 
extension  is  becoming  imperative®  It  Is  anticipated  that  work 
on  the  extension  will  commence  early  In  1968® 
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WOODSTOCK  MUNICIPAL  BOROUGH 


Refuse  Collection  and  Disposal;  Weekly,  kerbside  collection  - 
disposed  on  a  single  controlled  tip  near  edge  of  town  in  Ploughiey 

Rural  District o 

Section  D 
HOUSING 

Council  Houses ;  153  houses  of  which  124  have  been  completed 

in  the  post  war  building  programme®  There  are  10  bungalows  and 
19  flats  for  elderly  people® 

A  further  40  dwellings  (28  houses  and  12  flats)  are  proposed 
for  erection  on  the  Council’s  former  refuse  tip  and  10  units  of 
Warden  supervised  accommodation  for  the  elderly,  together  with  a 
Warden’s  flat,  are  envisaged  by  the  conversion  and  extension  of 
an  existing  building  near  the  southern  approach  to  the  town* 

Owing  to  the  lack  of  suitable  sites  in  the  Borough,  a  number 
of  houses  have  been  built  in  the  parish  of  Hensington  Without  in 
the  Ghipping  Norton  Rural  District® 

Unfit  Houses :  A  Planning  Application  for  the  erection  of  six  flats 
made  in  respect  of  a  re-development  site  was  subsequently  approved 
but  conditions  laid  down  by  the  Ministry  of  Transport  proved  so 
onerous  that  the  scheme  had  to  be  abandoned.  Further  applications 
were  made  to  develop  the  site  for  one  dwelling  and  garage  and  up 
to  six  dwellings,  in  the  latter  case  making  use  of  an  existing 
access,  but  in  each  latter  case  permission  was  refused  on  a  M.O.T. 
direction* 

Representations  made  and  action  taken  leading  to  the  making 
of  Closing  Orders  in  respect  of  individual  properties  has  in  the 
majority  of  cases  resulted  in  the  necessary  improvements  being 
made  to  comply  with  the  bye-laws  and  Regulations. 

A  few  houses  still  require  to  be  dealt  with  as  individually 
unfit  houses.  The  Council  have  approved  73  Discretionary 
Improvement  Grants  and  22  Standard  Grants  since  1958* 

Section  E 

FOOD  INSPECTION 

Meat  Inspection:  Meat  sold  in  the  Borough  is  inspected  at  the 
slaughterhouse  at  Witney,  by  Mr.  Ws  Hetherington  Public  Health 
Inspector,  Witney  U.D.C. 

There  are  no  licensed  slaughterhouses  in  the  Borough. 

Food  Premises :  The  following  are  the  details  required  by  the 
Ministry s- 

1®  No*  of  Food  premises  in  the  area  37 

No*  of  Food  premises  registered  under 
Food  and  Drugs  Act,  1955  Sec®l6(Ice  Cream)  15 

The  following  are  types  of  business  of  the  food  premises  in  the 

area  § 
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Hotels  and  Restaurants  5 
Public  Houses  and  Bhrs  9 
Cafes  4 
Grocers  8 
Conf  e  c  t loners  3 
Greengrocers  1 
Bakers  1 
Fishmongers  1 
Fried  Fish  1 
Butchers  3 
Canteens  1 


Number  of  inspections  to  Food  Premises 


No  statutory  notices  need  to  be  served, 
(a)  Food  Hygiene  Regulations  i960 


The  number  of  premises  fitted  to  comply  with 
Regulation  16  . « 


©  ©  ©  ©  ©  o©  ©  ©  o  a  o  & 


The  number  of  premises  to  which  Regulation 
19  applies 


©  ©  G  ©  Q<2>  ©  ©  ©  <3>  ©  ©  GO  O  & 


36 


28 


28 


The  number  of  premises  fitted  to  comply  with 

Regulation  19  ©  ©  O  ©  GO  GO  ©  ©  GO  O  G 

(3)  There  are  no  poultry  processing  premises  within  the  district, 

Section  F 


INDUSTRIAL  HEALTH 
FACTORIES  ACT,  1961 

Cl)  Inspections  Noo  Inspections  Written  Prosecutions 

Notices 


L  No®  to  which 
Sec®  1-4,  Sec® 

6  and  7  apply  1 

2®  No®  to  which 

Sec®  7  applies  9 

3®  Other  premises 

(Not  on 

Register)  3 


*=3 


4 


Total  13  4 
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(a)  Defects  Found 

Found  Remedied  Referred  by  H.M.  Inspector 

Sec.  1  Want  of 

Cleanliness  -  -  - 

Sec .  2 

Overcrowding  - 

Sec .  3 
Unreasonable 
Temperature  - 

Sec.  4 
Inadequate 

Ventilation  - 

Sec.  6 

Ineffective 
drainage  of 

floors  -  ~ 

Sec.  7 
Sanitary 
conveniences  - 

(a)  Insufficient  1 

(b)  Unsuitable  or 

defective  1  1 

(c)  Not  separate 

for  sexes  - 


2  NIL  1 

Number  of  Outworkers  . «  . .  ..  9  (making  wearing  apparel) 

OFFICES 9  SHOPS  AND  RAILWAY  PREMISES  ACT,  1963 

Total  number  of  premises  on  Register  48 

Inspections  completed  6 

The  small  number  of  inspections  completed  was  due  to  the 
inherent  difficulties  associated  with  smaller  authorities  where 
one  officer  has  to  deal  with  various  aspects  of  Local  Authority 
duties  often  to  the  detriment  of  time  available  for  duties  of 
a  Health  nature® 

Defects  found  during  the  inspection  were  of  a  Minor 
nature  and  remedied  without  the  need  to  serve  notice® 
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BANBURY  RURAL  DISTRICT 

PARISHES 


Alkerton 

East  Adderbury 

Shenington 

Barford  St®  John  and 

Epwell 

Shutford 

St®  Michael 

Harwell 

Sibford  Ferris 

Bloxham 

Hook  Norton 

Sibford  Gower 

Bodicote 

Horley 

South  Newington 

Bourton 

Horton 

Steeple  Aston 

Broughton 

Middle  Aston 

Swalcliffe 

Claydon  with 

Clattercote 

Mil combe 

Tadmarton 

Cropredy 

Milton 

War ding ton 

Deddington 

Mollington 

West  Adderbury 

Drayton 

North  Aston 

Wigginton 

Duns  Tew 

North  Newington 

Wroxton 

Prescote 

Section  A 

STATISTICS  AND  SOCIAL  CONDITIONS  OF  THE  AREA 


Area  in  Acres 

60,118 

Population ; 

Census ,  196l 

14,947 

Mean  Population,  1966 

(R„G. »s 
estimate) 

17 , 885 

Number  of  Inhabited  Houses 

6,685 

Rateable  Value  (1/4/66) 

473,403 

Estimated  Product  of  Id 

rate 

£1 , 025 

SOCIAL  CONDITIONS  AND  OCCUPATIONS 


The  district  is  mainly  agricultural «  There  is,  however, 
Ironstone  quarrying  in  the  parishes  of  Horley,  Hornton  and  Wroxtono 
There  are  several  factories  in  the  district  including  a  grass 
meal  factory  at  Adderbury,  a  carpet  factory  at  Bloxham  and  a 
portable  concrete  works  at  Adderbury  and  Bloxhamo  There  is  also 
a  brewery  at  Hook  Norton  and  small  concrete  block  works  at  Barford 
and  Shut ford® 

BIRTH  RATE 

Male  Female 

Noq  of  Births  (Legitimate) 

329  159  170 

Noo  of  Births  (Illegitimate) 

24  10  14 


353 


75 


169 


184 


BAN  BUB Y  RUBAL  DISTRICT 


England  &  Wales 

1966 


Live  Birth  Rate  per  1,000  population 


19.4 

Corrected  Birth  Rate 

20  o5 

17.? 

Still  Birth  Rate  per  1,000 
live  and  still  births 
(6  still  births) 

17.0 

15.4 

Illegitimate  Births  per  cent  of  total  live  births  6.8 

DEATH  RATE 


Total 

Male 

Female 

England 

8c  Wales 

1966 

Number  of  Deaths  200 

92 

108 

Death  Rate  per 

1,000  population  11.0 

Corrected  Death 

Rate  10 

11.7 

Causes  of  Death 

Male 

Female 

Malignant  Neoplasm  -  Stomach 

1 

3 

Malignant  Neoplasm  -  Lung,  Bronchus 

9 

«E=* 

Malignant  Neoplasm  -  Breast 

- 

4 

Malignant  Neoplasm  -  Uterus 

- 

4 

Other  Malignant  and  lymphatic  Neoplasms 

5 

17 

Leukaemia  and  Aleukaemia 

2 

2 

Vascular  Lesions  of  the  Nervous  System 

9 

22 

Coronary  Disease,  Angina  l8 
Hypertension  with  Heart  Disease  1 
Other  Heart  Disease  7 
Other  Circulatory  Disease  5 
Influenza  5 
Pneumonia  3 
Bronchitis  9 
Other  Disease  of  Respiratory  System  1 
Ulcer  of  Stomach  and  Duodenum  1 
Hyperplasia  of  prostate-  1 
Other  defined  and  ill-defined  diseases  8 


20 

1 

8 

6 

3 

5 

2 


8 
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Causes  of  Death 


Male  Female 


Motor  Vehicle  Accidents  5  1 

All  other  Accidents  2  0 

Suicide  0  1 

Total  -  All  causes  92  108 

INFANT  MORTALITY 


England  &  Wales  1966 


No®  of  deaths  under  1  year 

5 

No®  of  deaths  under  k  weeks 

5 

No®  of  deaths  under  1  week 

5 

Infant  mortality  per  1,000 

births  (live) 

l4®  2 

19*0 

Legitimate  infant  deaths 
per  1,000  legitimate 

births 

6.1 

Illegitimate  infant 
deaths  per  1,000 

illegitimate  births 

125 

Perinatal  Mortality 

30.7 

26o3 

Early  Neonatal  mortality 

rate 

14®  2 

11.1 

Neonatal 

l4o2 

12®  9 

PREVALENCE  OF,  AND  CONTROL 

OVER, 

INFECTIOUS  DISEASES 

NOTIFIABLE  DISEASES  DURING  THE  YEAR 

Whooping  Cough 

23 

Measles 

149 

Dysentery 

1 

TUBERCULOSIS 


There  were  7  new  cases  of  Pulmonary  Tuberculosis  notified 
in  the  year  and  no  deaths ® 

Section  C 

SANITARY  CIRCUMSTANCES  OF  THE  AREA 
Wafer  Supply  The  whole  ©f  the  R*B®Ce  area  is  now  supplied  from 
the  Borough  of  Banbury ,  i.e«  from  the  River  Cherwell  at  Grimsbury 
and  the  3©r  Brook  at  Bodicote®  It  is  treated  by  means  of 
chemical  settlings  filtration  and  chlorination®  The  supply  has 
been  satisfactory  and  sufficient 0  Chemical  and  bacteriological 
examination  has  been  satisfactory® 
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Water  Analysis *>  Nine  specimens  were  examined 
bacteriologically  with  result  as  follows 


01 ass  1 
Class  2 
Glass  3 
Class  4 


3 

1 

NIL 

5 


Unsatisfactory  specimens 
were  from  private  well 
supplies  ® 


Drainage  and  Sewerage*  At  present  there  are  public  sewers 
with  sewage  disposal  works  in  the  following  parishes* 

East  and  West  Adderbury,  BLoxham,  Bodicote,  Steeple  Aston, 
Wardington,  Deddington,  Great  Bourton,  Little  Bourton,  Milcombe, 
Sibford  Ferris,  Sibford  Gower  and  Cropredy,  Horley  and  Horntono 

The  following  is  an  outline  of  the  position  in  each  parish s- 

Adderbury®  A  scheme  to  provide  a  new  disposal  works  is  in  course 
of  prepara tiono 

Alkerton®  A  scheme  has  been  prepared  and  approved  by  the  Ministry, 

Aston,  Middle®  No  sewers*  All  the  properties  drain  to  private 
septic  tanks o 

Aston,  North®  All  the  properties  drain  to  private  septic  tanks ® 

Aston,  Steeple®  Southern  portion  sewered,  requires  extension  and 
new  Disposal  Plant® 

Balscote®  Partly  sewered®  An  additifenal  scheme  has  been  approved 
by  the  Ministry ® 

BarfordSo  No  sewers®  A  scheme  has  been  approved  by  the  Ministry® 

Bloxham®  Sewered®  Disposal  works  require  enlarging®  Scheme 
prepared® 

Bodicote®  Sewered®  Disposal  works  require  enlarging® 

Bourbons®  Partly  sewered  to  irrigation  areas®  Will  need 
modernising  in  the  near  future® 

Broughton®  No  sewers®  Scheme  in  progress® 

Claydon  with  Clattercote®  No  sewers® 

Cropredy®  Sewered® 

Clifton®  No  sewers® 

Deddington®  Sewered® 

Drayton®  No  sewers® 

Duns  Tew®  No  sewers® 

Epwell®  No  sewers® 

Hanweli®  No  sewers® 

Hempton®  No  sewers®  A  scheme  has  been  approved  by  the  Ministry, 

Hook  Norton®  Small  part  of  village  sewered  to  unsatisfactory 
septic  tanks®  Scheme  in  progress® 


Scheme  in  progress, 
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Horley®  Sewered o 
Hornton®  Sewered® 

M±lcomb@o  Sewered o 

Milton®  No  sewers®  To  be  drained  to  the  Adder bury  Works* 
Mollingtono  No  sewers® 

Newington,  North®  No  sewers 9  scheme  in  progress® 

Newington,  South®  No  sewers® 

Shenington®  No  sewers®  A  scheme  has  been  approved  by  the 
Ministry® 

Shutford®  No  sewers,  but  a  scheme  has  been  approved  by  the 
Ministry® 

Slbfords®  Sewered® 


Swalcliffe®  No  sewers,  but  a  scheme  has  been  prepared® 

Tadmarton®  No  sewers,  but  a  scheme  has  been  prepared® 

Wardington®  More  or  less  completely  sewered  but  system  needs 
modernising® 

Wigginton®  No  sewers® 

Wroxton®  No  sewers  in  progress® 

REFUSE  COLLECTION  AND  DISPOSAL 


Collection®  There  is  a  weekly  collection  of  domestic  refuse 
throughout  the  district®  Two  50  cubic  yard  Pakamatic  vehicles 
are  employed  -  each  with  a  team  of  4  including  the  driver  in 
charge® 


An  older  fore  and  aft  tipper  kept  as  a  reserve  is  used  one 
day  each  week  to  empty  litter  bins  on  lay-bys  along  the  main  roads, 
and  when  special  trade  or  other  collections  are  required® 


Disposal®  Tips  are  sited  in  disused  sandpits  or  stone  quarries 
in  the  Parishes  ©f  Buns  Tew,  Hook  Norton  and  Tadmarton®  With  the 
exception  of  Tadmarton,  the  tips  will  be  filled  within  the  next 
12  months  and  further  sites  are  being  explored® 


The  pits  or  quarries  are  up  to  20  feet  deep  and  crude 
tipping  followed  by  a  final  consolidated  layer  of  refuse  4  to 
6  feet  thick  with  6  inches  of  soil  over  is  employed  to  reclaim 
the  land®  An  agricultural  tractor  having  solid  tyres  on  the 
front  wheels  and  with  a  dozer  blade  is  engaged  on  this  work® 


Section  D 

housing 


As  a  result  of  the  survey  of  the  houses  in  the  district  the 
classification  is  now  as  follows s- 


Grade  1 
Grade  2 
Grade  3 
Grade  4 


O  Q 

©  © 

©  O 

©  O 


O  © 


©  Q 


©  © 

©  O 


o o  1350 

00  467 

..  820 

•• 

2796 
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No®  of  houses  re-conditioned  19 

No®  of  Improvement  Grants  - 

(a)  Standard  9 

(b)  Discretionary  10 

No®  of  Demolition  Orders  4 

No a  of  Closing  Orders  6 

Noo  of  undertakings  not  to  let  0 

Noo  of  houses  demolished  4 


At  the  end  of  the  year  approximately  147  houses  remained  to 
be  dealt  with  -  mainly  in  the  parishes  of  Hook  Norton,  Cropredy, 
Great  Bourton,  Barford  and  Shutford®  There  is  no  doubt  that 
this  number  will  be  considerably  reduced  as  a  result  of  Improvement 
Grants  o 


Eight  official  Representations  under  Housing  Act,  1957 «  were 
made  during  the  year* 

(a)  Total  number  of  new  houses  built  during  the  year  - 

I*  By  Local  Authority  8 

2o  By  other  Local 

Authorities  0 

3®  By  other  bodies  or 

persons  175 

CARAVANS 


Although,  on  the  whole,  an  unsatisfactory  form  of  housing? 
caravans  do  fill  a  certain  need*  No  sites  were  provided  by  the 
Local  Authority  and  there  was  only  one  large  private  site  in 
operation  during  the  year®  This  site  was  provided  with  adequate 
amenities *  A  second  private  site  with  inadequate  facilities 

closed  voluntarily  following  visits  by  the  committee* 

There  were  46  ^single  standing”  licensed  sites  in  the  area 
and  no  notices  for  non  compliance  of  conditions  were  issued 0 

Section  E 

INSPECTION  AND  SUPERVISION  OF  FOOD 

Meat  Inspection®  Slaughtering  for  the  area  is  carried 
out  at  the  Borough  Slaughterhouse,  Swan  Close  Road,  Banbury,  and. 
the  meat  is  inspected  by  the  Chief  Public  Health  Inspector, 

Borough  of  Banbury,  and  his  staff®  Details  are  given  in  the 
Annual  Report  for  the  Borough  of  Banbury® 

No  slaughterhouse  licences  have  been  granted  in  the  Rural 
District® 

Food  and  Drugs,  1955 »  Sec®  15®  %elaws  under  this  section  have 
been  adopted  by  the  Council®  Visits  to  food  premises  are  carried 
out  by  the  Public  Health  Inspector  to  ensure  that  they  are  complied 

with® 
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Xo  No®  of  food  premises  in  district  129 

Batchers  10 

Grocers,  General  stores,  etc®  50 

Bakers  5 

Licensed  premises,  cafes  etc®  64 

2®  Food  and  Drugs  Act,  1955?  Sec®  16  ~ 

Registered  for  sale  of  pre-packed 
Ice  Cream  54 

3*  Inspections  and  visits  during  the 

year  to  food  premises  128 

4®  The  number  of  premises  fitted  to 

comply  with  Regulation  l6  (Food 
Hygiene  Regulations,  i960)  108 

5®  The  number  of  premises  to  which 

Regulation  19  applies  (Food 
Hygiene  Regulations,  i960)  85 

60  The  number  of  premises  fitted  to 

comply  with  Regulation  19  (Food 
Hygiene  Regulations,  i960)  50 


There  were  no  special  reasons  to  examine  stocks  of  food 
consignments  during  the  year® 

Improved  food  packaging  techniques  and  equipment  which 
shop  owners  are  gradually  installing  have  contributed  greatly 
to  the  decreasing  figures  of  food  spoilage® 

7®  Poultry  Processing  Premises 

Number  of  premises  In  the  area  1 

Number  of  Yisits  to  premises  during 
year  2 

Type  of  poultry  processed  . •  Ducks  and  Hens 

The  business  was  conducted  in  a  satisfactory  manner  but  no 
regular  inspections  were  made®  The  actual  throughput  was  high 
and  to  inspect  all  birds  would  have  thrown  too  large  a  burden  on 
the  single  inspector  employed  by  the  council®  The  percentage 
of  birds  rejected  as  unfit  for  human  consumption  was  not  known 
and  no  birds  were  condemned  by  this  authority® 
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Section  F 
INDUSTRIAL  HEALTH 
FACTORIES  ACT,  1961 


(1) 

Inspection  of  Factories 

No.  on 
Register 

Inspections 

Written 

Notices 

Prose¬ 

cutions 

1. 

Factories  to  which 

Seco  1-4,  Sec.  6  and  7 
apply 

4l 

20 

_ 

2.0 

Factories  in  which 

Se Co  7  applies 

10 

7 

ca 

CD 

Totals 

51 

27 

~ 

€S3 

(2)  Defects  Found  Number  of  Defects  Referred 

Found  Remedied  by  Ho  Mo  Inspector 

Want  of  Cleanliness  --  - 

Want  of  Ventilation 

Overcrowding  -  - 

Other  nuisances  -  - 

Sanitary  Accommodations- 
Insufficient 
Unsuitable  or 

defective  -  -  1 

Not  separate  for 
sexes  - 


—  “  1 

No.  of  Outworkers  -  7 

OFFICES ,  SHOPS  AND  RAILWAY  PREMISES  ACT,  1963 

A  reasonable  standard  has  been  found  in  all  premises  which 
come  within  the  jurisdiction  of  this  Act.  It  has  not  been  found 
necessary  to  serve  any  notices. 

No  accident  was  reported  during  the  year. 

The  position  at  the  end  of  1966  was  as  follows t- 


Offices 

Nos.  registered 
during  year 

1 

Total  Noso 
registered 
16 

NOo  inspected 

13 

Retail  Shops 

1 

22 

7 

Wholesale  shops 

1 

1 

Catering  establishments 

1  j 

71 

33 

Fuel  storage  depots 

cxa 

2 

2 
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Section  G 

Miscellaneous  Provisions 
Animal  Boarding  Establishments. 

There  was  one  registered  premises  in  the  area  with 
accommodation  for  6  dogs  and  4  cats.  Conditions  were 
satisfactory. 

RODENT  CONTROL 

Sewers  in  the  area  were  inspected  as  necessary.  Isolated 
minor  infestations  only  were  found  and  treated • 

Following  notifications,  visits  were  made  to  ll8  non 
agricultural  premises  and  treatment  given •  The  infestation 

was  due  in  112  cases  to  rats  and  in  6  cases,  to  mice* 

587  visits  to  non  agricultural  premises  and  4l  visits 
to  agricultural  premises  were  made  for  a  variety  of  other 
reasons  and  558  infestations  by  rats  and  29  infestations  by 
mice  were  found  and  treated* 
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CHIPPING  NORTON  RURAL  DISTRICT 

PARISHES 


Ascot-u-Wychwood 

Blenheim  Park 

Bruern 

Chadlington 

Chari bury 

Chastleton 

Chilson 

Churchill 

Combe 

Gornbury-u-Wychwood 

Cornwell 

Enstone 

Fawler 

Fifield 

Fins took 

Glympton 


Great  Tew 
Kensington  Without 
Heythrop 
Idbury 

Kidding ton  with 
Asterleigh 

Kingham 

Le afield 

Little  Tew 

Lynham 

Mllton-u-Wychwood 
Over  Norton 
Rollright 
Rousham 


Salford 

Sarsden 

Sandford  St® 
Martin 

Shipton-’U- 

Wychwood 

Shorthampton 
or  Chilson 

Spelsbury 

Steeple  Barton 

Stonesfield 

Swerford 

Tackley 

Westcote 

Barton 

Woo t ton 

Worton 


Section  A 


STATISTICS  AND  SOCIAL  CONDITIONS  OF  THE  AREA 


Area  in  Acres 

87888 

Population: 

Census  1961 

15888 

Mean  Population  1966  (RoG®  ?s 

estimate) 

17680 

Number  of  Inhabited  Houses 

5810  (Council  1219) 

Rateable  Value  (1/4/67) 

£455 ,592 

Estimated  Product  of  Id  rate 

£1 , 825  0  10s »  Od  0 

SOCIAL  CONDITIONS  AND  OCCUPATIONS 


The  rural  district  is  purely  agricultural  with  a  small  number 
of  glove  factories,  a  flour  mill  (at  Shipton-u-Wychwood) ,  an 
agricultural  engineering  works  (at  Kingham)  and  a  saw  mill® 

BIRTH  RATE 


Total 

Male 

Female 

No®  of  Births 

306 

165 

l4l 

Legitimate 

291 

156 

135 

Illegitimate 

15 

9 

6 
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Total 

Male 

Female 

England  & 
Wales  1966 

Birth  rate  per  1,000 
population 

17.3 

Birth  rate  per  1,000 
population  (corrected) 

18.5 

17-7 

Still  Births  -  Bate  per 

1,000  births 

13*1 

(4  still  births)  15.4 

Illegitimate  Birth  Bate 

4.9 

per  cent  of 
total  Births 

DEATH 

BATE 

Total 

Male 

Female 

England  8c 
Wales  1966 

No.  of  deaths 

173 

99 

74 

Death  Bate  per  1,000 
population 

9.8 

Corrected  Death  Bate 

9.9 

11*7 

Causes  of  Death 

Male 

Female 

Malignant  Neoplasm  -  Stomach 

3 

3 

Malignant  Neoplasm  -  Lung,  Bronchus 

2 

1 

Malignant  Neoplasm  -  Breast 

2 

Other  Malignant  and  lymphatic 
Neoplasms 

12 

8 

Leukaemia 

OBO 

1 

Diabetes 

as 

1 

Vascular  lesions  of  Nervous  System 

9 

6 

Coronary  Disease,  Angina 

29 

20 

Hypertension  with  Heart  Disease 

2 

2 

Other  Heart  Disease 

11 

12 

Other  Circulatory  Disease 

2 

1 

Influenza 

1 

1 

Pneumonia 

5 

1 

Bronchitis 

6 

1 

Other  Diseases  of  Respiratory  System 

6 

1 

Ulcer  of  Stomach  and  Duodenum 

1 

- 

Hyperplasia  of  prostate 

43 

1 
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Causes  of  Death 

Male 

Female 

Other  defined  and  ill-defined  diseases 

5 

8 

Motor  Vehicle  Accidents 

1 

2 

Accidents 

2 

«=» 

Suicide 

1 

3 

Total  -  All  causes 

99 

74 

INFANT  MORTALITY 


No.  of  deaths  under  1  year  0 

No.  of  deaths  under  4  weeks  0 

No®  of  deaths  under  1  week  0 

Total  Infant  Mortality 

per  1,000  live  births  0 

Legitimate  infant  deaths 
per  1,000  legitimate  live 
births  0 


England  &  Wales  1966 


19 


Illegitimate  infant 
deaths  per  1,000 
illegitimate  live  births 

Perinatal  Mortality  12*9  26 ® 3 


Section  B 


PREVALENCE  OF,  AND  CONTROL  OVER,  INFECTIOUS  DISEASES 

NOTIFIABLE  DISEASES 

No*  Notified 

Scarlet  Fever  8 

Measles  21 

Dysentery  3 

TUBERCULOSIS 

There  were  three  new  cases  of  Pulmonary  Tuberculosis  notified 
in  1966  and  no  deaths «. 

Section  C 
WATER  SUPPLY 

During  the  year  the  bulk  of  the  distribution  mains  In  the 
Area  Water  Scheme  were  laid.  The  ring  main  from  Enstone  Reservoir 
via  Spelsbury,  Charlbury,  Ascott-under-Wychwood,  Shipton-under- 
Wychwood,  Milton-under^Wychwood ,  Lyneham,  Kingham,  Churchill, 
Cornwell,  Salford  to  Over  Norton  Reservoir  via  Little  Tew,  Great 
Tew,  Sandford  St.  Martin  to  Westcote  Barton, with  extensions  to 

Swerford,  Worton,  Radford  and  Gagingwell  were  also  completed  and 
tested  ready  for  chlorination.  44 
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A  link  main  has  been  laid  in  the  village  of  Wootton 
connecting  the  Area  Scheme  l4  inch  trunk,  main  to  the  existing 
pipeline  serving  Stonesfield  and  Combe,  which  in  turn  provides 
an  alternative  supply  to  the  old  Fawler  water  scheme* 

The  new  reservoir  at  Henley  Knapp,  Ehstone,  has  been 
brought  into  full  operational  use,  and  the  pumping  station  to 
boost  water  to  Chapel  House  Reservoir,  Over  Norton,  has  been 
operated,  but  is  not  yet  in  commission* 

On  the  17th  August ,  1966 ,  the  Oxfordshire  and  District 
Water  Board  Order  was  made  by  the  Minister  of  Housing  and  Local 
Government,  the  Order  coming  into  operation  on  15th  September, 
1966*  This  Order  transferred  the  function  of  water  undertakers 
from  this  Council  to  the  newly  constituted  Board,  with  the  date 
of  1st  April,  1967?  for  the  handing  over  of  installations  and 
equipment* 

WATER  EXAMINATION 


The  following  table  gives  the  result  of  the  bacteriological 
examinations  of  water  samples  during  the  years- 


Class  1 
Class  2 
Class  3 
Class  4 


Public  Supplies  Private  Total 

Supplies 


8  6  14 

2  2 

1  1 

3  69 


13  13  26 


The  three  Class  4  samples  from  public  supplies  were  from 
two  villages,  two  of  them  were  from  a  source  which  was  always 
doubtful  and  which  has  now  been  closed  down,  water  being  taken 
from  the  Area  Water  Scheme*  The  third  sample  was  from  a 
chlorinated  supply  when  the  chlorinator  failed*  Subsequent 
samples  have  been  satisfactory*  This  supply  will  be  closed 
down  as  soon  as  the  area  supply  is  available* 

With  the  bringing  into  service  of  sections  of  the  Area 
Water  Scheme  a  further  46  samples  were  taken*  The  new  main 
was  not  put  in  service  until  sterile  samples  were  obtained® 

Drainage  and  Sewerage  Report,  1966 

The  programme  for  main  drainage  in  the  District  is 
proceeding  well  and  to  date  the  schemes  for  the  sewerage  and 
sewage  disposal  of  Shipton-under-Wychwood ,  Milton-under^Wyehwood, 
and  Salford,  have  been  completed* 

The  scheme  for  the  sewerage  and  sewage  disposal  for  the 
village  of  Tackley,  which  was  commenced  in  1965 ,  is  progressing 
rather  slowly  and  will  not  be  completed  until  next  year* 
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The  construction  of  the  scheme  for  Sandford  St®  Martin, 
which  was  prepared  early  this  year , commenced  in  October  and  It 
is  hoped  will  be  in  operation  in  the  Autumn  of  next  yearo 

An  outline  scheme  for  the  drainage  of  Combe  has  been 
prepared  and  submitted  to  the  Ministry,  and  it  is  hoped  that 
agreement  can  be  reached  on  the  new  siting  of  the  sewage 
disposal  works  enabling  work  to  proceed  as  soon  as  possible. 

The  exclusion  of  Stonesfield  from  a  combined  scheme  with 
Combe  has  necessitated  a  complete  revision  of  the  sewerage 
and  sewage  disposal  proposals  In  the  South  of  the  area,  and  it 
is  now  proposed  that  the  villages  of  Leafield,  Finstock ,  Fawler, 
and  Stonesfield,  should  be  served  by  one  scheme  and  one  sewage 
disposal  works,  and  be  known  as  the  Southern  Area  sewerage 
scheme.  Provision  will  also  be  made  for  the  acceptance  of 
sewage  from  the  village  of  Ramsden,  In  Witney  Rural  District • 

The  proposals  have  been  forwarded  to  the  Ministry  and  their 
approval  is  awaited. 

The  following  is  the  position  with  regard  to  each  Parish 
in  the  Districts- 

Ascott-under  Wychwood.  Part  sewered,  discharging  to  land  treatment. 
Outline  scheme  for  modern  sewage  disposal  prepared  some  years 
ago  but  not  proceeded  with® 

Blenheim®  Houses  scattered  and  have  their  individual  drainage 
systems. 

Bruern.  Here  too  the  houses  are  scattered  and  have  their  own 
drainage  systems. 

Chadlington.  The  new  main  drainage  scheme  has  been  brought  into 
operation  fairly  recently,  and  a  very  satisfactory  effluent 
Is  being  obtained. 

Chari bury.  The  works  in  this  village  is  now  working  to  capacity 
and  it  has  been  found  necessary  to  construct  a  storm 
overflow  at  the  end  of  this  year  to  relieve  the  load 
during  times  of  heavy  rainfall.  A  considerable 
improvement  has  been  found  in  the  quality  of  the  effluent® 

It  is  hoped  that  survey  work  on  the  old  sewerage  system 
will  commence  next  year  with  a  view  to  improving  both 
the  sewerage  and  sewage  disposal  system,  to  accommodate 
any  extra  development,  within  the  next  few  years® 

Churchill o  Most  of  the  village  is  sewered  and  there  are  two 
small  areas  of  land  treatment®  It  is  hoped  that 
preliminary  work  to  provide  an  adequate  sewerage  and 
sewage  disposal  system  for  the  village,  together  with  that 
of  KIngham,  will  be  commenced  at  the  end  of  next  year® 

Chastleton®  There  is  no  proper  sewerage  system,  but  the 
village  Is  very  small® 

Combe®  A  new  scheme  has  been  prepared  and  submitted  to  the 
Ministry  for  their  approval® 
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Cornbury  Park  and  Wychwood®  This  parish  is  small  and  the  houses 
scattered,  and  a  sewerage  scheme  is  not  necessary o 

Cornwell «  There  is  a  good  estate  sewerage  system o 

Enstone®  The  village  has  no  sewers  and  it  is  hoped  that  a  proper 
sewerage  system  can  be  provided  in  the  next  few  years, 
although  no  preliminary  work  is  envisaged  in  the  near  future® 

Fawler®  No  existing  sewerage  arrangement®  To  be  included  In  the 
proposed  Southern  Area  sewerage  scheme® 

Fifieldo  The  village  is  provided  with  sewerage  and  sewage  disposal 
works  which  have  been  working  well  over  the  last  year® 

Fins took®  The  village  is  included  In  the  proposed  Southern  Area 
Sewerage  Scheme® 

Glympton®  This  village  has  an  estate  sewerage  system® 

Great  Tew®  A  private  sewerage  and  sewage  disposal  scheme  has 

been  prepared  by  Consulting  Engineers  under  the  instruction 
of  the  owner  of  Great  Tew  Estate® 

Hensington  Without®  The  sewage  from  the  village  of  Kensington 
Without  discharges  to  the  Woodstock  Borough  sewage  disposal 
works  * 

Heythrop®  The  majority  of  houses  in  this  village  have  private 
systems  and  no  sewerage  scheme  is  envisaged  in  the  near 
future® 

Idbury®  A  small  number  of  houses  discharging  into  a  small 
treatment  works® 

Haddington®  Most  of  the  houses  have  their  own  drainage  systems 
and  a  sewerage  does  not  seem  to  be  necessary  at  present® 

Kingham®  Old  drains  at  present  discharge  to  land  treatment 

areas®  It  is  proposed  to  combine  the  new  sewerage  system 
of  Kingham  and  Churchill® 

Leafield®  The  existing  sewerage  arrangements  have  given  some 

trouble  in  the  past  year,  but  the  village  is  to  be  included 
In  the  Southern  Area® 

Little  Tew®  There  is  no  main  drainage  in  the  villages  and  there 
are  no  proposals  at  present® 

Lyneham®  It  Is  hoped  that  some  arrangements  can  be  made  next 
year  for  a  sewerage  scheme  to  serve  the  village® 

Milton-under-Wyehwood®  The  new  sewage  disposal  works  at 

Milton-under-Wychwood ,  which  also  received  sewage  from 
Shipton-under-Wychwood ,  Is  working  well  and  the  quality 
of  the  effluent  from  the  works  Is  good® 

Over  Norton®  The  village  of  Over  Norton  is  sewered  and  the 

sewage  discharges  into  the  Chipping  Norton  Borough  Council’s 
sewerage  system  and  Is  treated  at  the  Borough  Council’s 
sewage  disposal  works® 
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Rollright.  The  new  water  supply  is  expected  to  be  completed  next 
year.  The  sewerage  scheme  will  not  be  provided  for  some 
years * 

Roushamo  This  small  village  is  served  quite  adequately  by  a 
private  system. 

Salford o  The  new  sewage  disposal  works  serving  the  village  was 
commissioned  at  the  end  of  this  year,  and  appears  to  be 
working  satisfactorily. 

Sandford  St.  Martin.  Work  on  the  sewerage  system  for  Sandford 
St.  Martin  commenced  in  October  of  this  year  and  is 
expected  to  be  completed  in  the  early  Autumn,  19670 

Sarsden.  Properties  in  this  parish  are  few  and  scattered  and  are 
adequately  served  by  private  drainage  systems * 

Shipton-under-Wychwood.  See  Milton^under-Wychwoodo 

Spelsbury.  This  village  is  sewered  and  a  sewage  disposal  works  is 
continuing  to  provide  a  satisfactory  effluent <* 

Steeple  Barton.  This  village  is  sewered  and  the  sewage  discharges 
to  sewage  disposal  works,  which  is  just  about  working  at  full 
capacity. 

Stonesfield.  This  village  is  to  be  included  in  the  Southern  Area 
sewerage  scheme. 

Swerford®  There  are  no  proposals  at  present  for  a  sewerage  scheme. 
It  would  be  practical  to  incorporate  this  village  with 
villages  in  Banbury  Rural  District  in  a  joint  scheme o 

Tackley®  The  work  on  the  new  sewerage  and  sewage  disposal  scheme 
for  the  village  is  continuing  and  is  hoped  to  be  completed 
sometime  next  year. 

Westcot  Barton.  Included  in  the  Steeple  Barton  scheme. 

Wootton.  This  village  has  no  sewerage  system  at  all.  It  is  hoped 
that  a  sewerage  and  sewage  disposal  scheme  will  be  prepared 
in  a  few  years  time® 

Wortoru  This  small  village  is  served  in  parts  by  private  systems. 
REFUSE  COLLECTION 

A  weekly  kerbside  collection  of  household  refuse  was  operated 
throughout  the  district,  disposal  being  on  a  number  of  small  tips 
scattered  around  the  district®  The  proper  control  of  a  number  of 
tips  is  difficult  and  land  for  their  local  replaement,  when  full, 
is  scarce  so  attention  should  be  focussed  on  their  replacement  in 
the  near  future  by  one  or  two  more  centrally  placed  tips0  There 
are  several  large  quarries  that  are  suitable  for  this  purpose  in 
the  district® 
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Section  D 
HOUSING 

RURAL  HOUSING  SURVEY 

The  position  at  the  end  of  the  year  with  regard  to  the  quality 
of  housing  accommodation  included  in  the  original  1947  rural  housing 
survey  is  as  follows:- 


Grade 

1 

1580 

Grade 

2; 

1293 

Grade 

3 

Grade 

k 

30 

3697 

During  the  year  five  unfit  houses  were  demolished,  and  three 
properties  were  represented  as  unfit  and  incapable  of  being  made 
fit  at  reasonable  cost*  Undertakings  were  accepted  on  these 
properties* 

Of  the  properties  on  which  were  outstanding  Undertakings 
twenty  three  were  made  fit,  brought  up  to  modern  standards  and 
the  Undertakings  cancelled* 

Improvement  Grants* 

The  Council  has  maintained  its  support  of  the  Improvement 
Grant  Schemes  and  thirteen  Discretionary  Grants  were  approved  to 
a  value  of  £4,910®  0s«  Od. ,  and  twenty  five  Standard  Grants,  twelve 
of  which  were  for  increased  limits  were  approved® 

Twenty  three  Standard  Grants  were  completed  on  which  £4,038 
was  paid  and  eighteen  Discretionary  Grants  on  which  £7*808  was 
paid® 

Section  E 
FOOD  INSPECTION 


1®  Noo  of  Food  Premises  in  the  area  142 

Cafes  and  Public  Houses  55 

School  Canteens  18 

Preserved  Food  12 

Fish  Frying  2 

Bakehouses  1 

Nos®  of  inspections  of  food  premises  88 


2«  No®  of  Food  Premises  registered  under  Food  and  Drugs  Act,  1955? 

SeCo  16. 


Ice  Cream 
Preserved  Food 
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3®  Nos.  of  premises  fitted  to  comply  with  Reg.  16  142 

of  Food  Hygiene  Regulations. 

4.  Nos.  of  premises  to  which  Reg.  19  of  Food  136 

Hygiene  Regulations  apply. 

5-  Nos.  of  premises  fitted  to  comply  with  Reg.  19  136 

6.  Poultry  Processing  Units  None 


The  general  improvement  in  hygiene  in  food  premises  has  been 
maintained  throughout  the  year  and  there  have  been  no  serious 
contraventions . 
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Meat  Inspection 


Cattle 

excluding 

Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Total 

Number  killed 

200 

7 

5 

1014 

164 

1388 

Number  inspected 

200 

7 

3 

1014 

64 

1388 

All  diseases  except 
Tuberculosis  and 
Cysticerci 

Whole  carcases 
condemned 

1 

1 

2 

Carcases  of  which 
some  part  or 
organ  was 
condemned 

12 

3 

1 

1 

17 

Percentage  of  the 
number  inspected 
affected  with 
disease  other  than 
tuberculosis  or 
cysticerci 

6.00 

42.85 

0.09 

0„6l 

1.29 

Tuberculosis 
only  - 

csa 

G3 

Whole  carcases 
condemned 

*=SJ 

a 

css 

CDJ 

CJ Zt 

CtD 

Carcases  of  which 
some  part  or  organ 
was  condemned 

eso 

CS9 

CS3 

CS3 

CD 

CD 

Percentage  of  the 
number  inspected 
affected  with 
Tuberculosis 

cat 

CD 

CO 

CD 

« 

cm 

Cysticerosis 

Carcases  of  which 
some  part  or 
organ  was  condemned 

an 

CM 

CD 

Carcases  submitted 
to  treatment  by 
refrigeration 

cm 

oa 

CD 

CD 

(=* 

Generalization  and 
totally  condemned 

csu 

(S3 

CD 

GO 

cx=» 

o 
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Section  F 
INDUSTRIAL  HEALTH 
FACTORIES  ACT,  1961 

(1)  Inspection  of  Factories  No.  Inspections  Written  Prosecutions 

1.  Factories  to  which 
Sec.  1-4  Sec. 6 

and  7  apply  -  - 

2.  Factories  in  which  31  27  - 

3*  Other  premises  6l  42  - 

98  69  - 


(2)  Defects  found  -  No  defects  found  by  Public  Health  Inspector. 

(3)  Number  of  outworkers:  67  engaged  in  making  wearing  apparel. 

Offices,  Shops  and  Railway  Premises  Act,  1963 

Inspections  of  premises  under  this  Act  is  proceedings  but 
progress  has  not  been  as  rapid  as  was  hoped,  largely  due  to  staff 
changes  and  pressure  of  work  generally.  Of  the  premises 
registered  36$  have  now  been  fully  inspected. 

The  following  table  showed  the  position  at  the  end  of  the 

year. 

No.  Registered  No.  Registered  No.  Inspected 
During  year 

Offices  1 

Retail  Shops  1 

Wholesale  Shops  and 
Warehouses 

Catering  Establishments 
open  to  the  public, 
canteens 

Fuel  Storage  Depots 

2 


Section  G 

Miscellaneous  Provisions 

RODENT  CONTROL 

This  service  was  carried  out  by  a  full  time  Rodent  Operative 
under  the  control  of  the  Public  Health  Inspectors.  A  free 
service  was  given  to  all  domestic  premises,  and  a  contract  service 
was  available  for  trade  premises. 


16  2 

30  19 

1  — 

57  21 
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Regular  visits  were  made  to  all  the  Council  refuse  tips  and 
sewage  works,  together  with  routine  baiting  of  the  public  sewers 
in  the  area0  There  was  one  major  outbreak  of  rat  infestation 
on  a  refuse  tip,  during  the  year  but  the  sewers  were  singularly 
free  from  infestation* 

Summary  of  visits  and  infestations 


Complaints  (all  sources)  119 

Infestations  found  in  connection 
with  complaints  128 

First  survey  visits  1,404 

Number  of  treatments  given  including 
re-treatments  2,108 

ANIMAL  BOARDING  ESTABLISHMENTS 


There  were  two  establishments  licensed  under  the  Animal 
Boarding  Establishments  Act,  1963 ,  the  number  of  animals  permitted 
to  be  boarded  at  any  one  time  being  16  dogs  and  12  cats,  and  50 
dogs  and  20  cats  respectively* 

The  premises  have  been  approved  by  the  Society  for  the 
Prevention  of  Cruelty  to  Animals,  and  also  comply  with  the 
requirements  of  the  Fire  Department  of  the  County  Council 0 

Periodic  visits  have  been  made  to  the  establishments,  and 
no  breach  of  the  requirements  has  been  found* 
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PARISHES 


Alvescot 

Duckling ton 

Lew 

Asthall 

Eynsham 

Little  Faringdon 

Aston  Hampton 

Filkins  and  Broughton 

Minster  Lovell 

Bampton 

Boggs 

North  Leigh 

Black  Bour ton 

Freeland 

Northmoor 

Bladon 

Fulbrook 

Ramsdem 

Brize  Norton 

Grafton  with 

Radcot 

Shifford 

Broadwell 

Hailey 

Shilton 

Bur ford  and  Upton 

Hanborough 

South  Leigh 

and  Signet 

Hardwick  with 

Yelford 

Standlake 

Cassington 

Holwell 

Stanton  Harcourt 

Clanfield 

Kelmscott 

Sw inbrook  and 

Crawley 

Kencott 

Widford 

Curbridge 

Langford 

Taynton 

Westwell 

STATISTICS  AND  SOCIAL  CONDITIONS  OF  THE  AREA 
Area  in  Acres  84945 

Population  i 

Census ,  1961  24707 

Mean  population,  1966  (RoG.  9s 

estimate)  29480 

Number  of  Inhabited  Houses  8559 

Rateable  Value  as  at  1/4/67  £876,850 

Sum  represented  by  Penny  Rate  £3? 863 

Section  A 

Social  Conditions  and  Occupations 

It  is  estimated  that  90  per  cent  of  the  area  is 
agricultural,  there  are  about  350  farmso  The  main  industry 
is  a  motor  accessory  works  at  Curbridge  :wh±ch  employs  1200 
people,  many  of  whom  reside  in  the  Urban  District,  and  the 
surrounding  rural  districts;  there  is  a  small  motor  accessories 
works  at  Eynshamo  There  are  blanket  factories  at  Asthall, 
Crawley  and  Hailey,  and  laundries  at  Hampton,  Aston  and  Harford® 

There  are  also  agricultural  engineering  works  at  Clanfield 
and  Curbridge®  There  are  a  considerable  number  of  out-workers 
in  the  district  mainly  employed  In  the  making  of  gloves  and 
hosiery® 
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VITAL  STATISTICS 
Birth  Rate 


Male 

Female 

Total 

England  8c  Wales  1966 

Nog  of  Births 

317 

285 

602 

Legitimate 

301 

261 

562 

Illegitimate 

16 

24 

40 

Birth  rate  per 

1,000 

20  0  4 

Corrected  Birth 

Rate 

20.4 

l?o7 

Still  births  - 
per  1,000  births 
(3  stillbirths) 

5 

15*4 

Illegitimate  births 
-  6.6  per  cent  of 
total  births 

Death 

Rate 

Male 

Female 

Total 

England  &  Wales  1966 

No*  of  Deaths 

133 

103 

236 

Death  rate  per 

1,000  population 

8 

Corrected  Death 

Rate 

8 

llo7 

Causes  of  Death 


Male  Female 


Tuberculosis,  Respiratory  -  1 
Malignant  Neoplasm  -  Stomach  2  2 
Malignant  Neoplasm  -  Lung,  Bronchus  7  2 
Malignant  Neoplasm  -  Breast  -  3 
Malignant  Neoplasm  -  Uterus  -  3 
Other  malignant  and  Lymphatic  Neoplasms  l6  14 
Leukaemia  1  1 
Diabetes  «■  1 
Vascular  lesions  of  Nervous  System  7  19 
Coronary  disease ,  Angina  44  21 
Other  Heart  Disease  8  7 
Other  Circulatory  Disease  3  1 
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Causes  of  Death 


Male  Female 


Influenza  2 
Pneumonia  7 
Bronchitis  10 
Ulcer  of  Stomach  and  Duodenum  1 
Gastritis,  Enteritis  and  Diarrhoea  1 
Nephritis  and  Nephrosis  1 
Congenital  Malformations 

Other  defined  and  ill-defined  diseases  14 
Motor  Vehicle  Accidents  5 
All  Other  Accidents  3 
Suicide  1 


2 

11 

1 


1 

9 

2 

2 


Total  -  All  Causes 


133  103 


Infant  Mortality 


England  &  Wales 

1966 


No*  of  Deaths  under  1  year  8 

Noo  of  Deaths  under  4  weeks  5 

No®  of  Deaths  under  1  week  5 

Infant  Mortality  per 
1,000  births  13® 3 

Legitimate  infant  deaths 
per  1,000  legitimate  births  l4©2 

Illegitimate  Infant  deaths 
per  1,000  illegitimate 
births 


19 


Perinatal  Mortality 


N/A 

13*2  26®3 

Section  B 

PREVALENCE  OF,  AND  CONTROL  OVER,  INFECTIOUS  DISEASES 
Notifiable  Diseases  During  the  Year 

No®  of  cases  Notified 

©  ©  •  C  ©  ®<D  ®  •  ©  ©  72 


Measles  ©  ©  ©  ©  « «  ©  © 

Food  Poisoning 
Scarlet  Fever  • ©  « © 

Meningococcal  Meningitis 
Whooping  Gough 
Dysentery 


©  0 


Q  Q 


1 

2 

1 

1 

1 


56 


WXTNEX  RURAL  DISTRICT 
Tuberculosis 

There  were  11  new  cases  of  pulmonary  Tuberculosis  notified 
in  1966  and  1  deaths 

Water  Supply 

1®  About  half  of  the  rural  district  is  supplied  from  the  Witney 
Urban  District  Waterworks  at  Worsham  (from  the  River  Windrush)o 
This  provides  a  piped  supply  for  the  following  parishes s« 


Asthall 
Alves cot 
Asthalleigh 
Aston  Bampton 
Bampton 
Black  Bourbon 
Brize  Norton 


Crawley 
Cur bridge 
Duckling ton 
Hailey 
Hardwick 
Lew 

Minster  Lovell 


North  Leigh 
Northmoor 
Rams den 
Shilton 
South  Leigh 
Standlake 

Swinbrook  and  Widford 
Telford 


2C  The  following  parishes  are  supplied  by  Oxford  G±tys« 

HLadon ,  Gassington,  Freeland,  Hanborough,  Ejynsham  (Partly) 0 

3®  Broadwell  Grove  Supply® 

Deep  bores  in  this  area  supply  water  in  pipes  to  the 
following  parishes  2  = 

Broadwell,  Kencot,  Filkins,  Langford,  Broughton  Poggs  and  Holwell® 

4®  The  remaining  parishes  come  from  a  variety  of  supplies;  some 
of  which  are  private  and  other  are  from  shallow  wells  which  are 
in  many  cases  contaminated® 

Burford®  Outcrop  springs  situate  between  Burford  and  Taynton 
provide  the  main  source  of  supply  but  this  is  augmented  by 
water  pumped  from  the  Worsham  Works® 

Bynshamo  Although  the  majority  of  water  supplied  to  this  Parish 
comes  from  the  Oxford  City  mains,  use  is  still  made  of 
water  pumped  from  a  shallow  well  which  is  chlorinated  before 
being  discharged  to  the  water  tower® 

Fulbrook®  Supplied  from  Burford®  The  previous  lack  of  adequate 
pressure  is  now  remedied® 

Grafton  with  Radcote  No  mains  water,  the  majority  of  existing 
wells  are  polluted* 

Kelmscott*  The  majority  of  the  shallow  wells  are  contaminated 
and  dry  up  during  periods  of  drought®  There  is  a 
private  supply  for  part  of  the  village  that  supplies 
approximately  50  per  cent  of  dwellings  and  farms®  The 
remaining  dwellings  are  supplied  from  individual  shallow 
wells  which  are  contaminated  and  contain  a  high  degree 
of  detergent® 
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Little  Faringdono  There  is  a  private  mains  supply  for  most  of 
the  village®  Some  of  the  isolated  houses  are  supplied  by 
wells  which  are  polluted® 

Shi f ford®  Supplied  by  individual  wells  which  are  adequate  in 
quantity  and  quality. 

Stanton  Harcourto  Piped  supply  from  a  deep  bore.  Owned  by 
Witney  R.D.C.  and  also  supplies  the  Hamlet  of  Sutton. 

Taynton.  Public  supply  from  a  series  of  springs  in  oolite  about 
a  mile  from  the  village  «  chlorinated.  The  supply  is  owned 
by  Witney  R.D.C. 

Upton  and  Signet.  Part  of  the  Parish  is  supplied  from  Bur ford. 

There  are  also  some  shallow  wells. 

Westwell®  There  are  two  private  supplies  to  five  farms  and  all 
the  cottages  in  the  village ® 

WATER  SUPPLIES 

(a)  Private  Supplies ® 

The  collection  of  samples,  for  bacteriological  examination 
continued  throughout  the  year  and  a  total  of  8  samples  were 
submitted  for  examination®  Of  these  3  were  found  to  be  of  a 
satisfactory  quality,  and  5  were  grossly  contaminated®  All 
samples  were  taken  either  at  the  request  of  the  owner  or  occupier, 
or  as  a  check  of  purity  prior  to  a  request  being  made  to  the 
owner  for  connection  of  properties  to  a  recently  laid  main®  In 

all  cases  where  supplies  were  found  to  be  contaminated  informal 
discussions  with  the  owners  concerned  resulted  in  the  premises 
being  connected  to  a  supply  of  mains  water®  Formal  action,  to 
require  the  connection  of  properties  to  a  wholesome  and  adequate 
supply  was  not  necessary  during  the  part  year® 

During  the  period  under  review  468  additional  dwellings 
were  provided  with  a  supply  of  mains  water® 

(b)  Council  Controlled  Supplies® 

Samples  were  submitted  regularly  from  all  sources  of  supply 
for  bacteriological  examination® 

During  the  year  under  review,  44  samples  were  submitted  for 
bacteriological  examination,  39  were  found  to  be  of  a  satisfactory 
quality  and  5  were  found  to  be  slightly  contaminated®  Contaminated 
samples  were  taken  from  the  Burford  Springs  and  the  J^ynsham  well 
before  chlorination®  At  no  time,  however,  was  the  chlorination 
plant  unable  to  provide  adequate  treatment® 

(c)  Chemical  and  Anionic  Synthetic  Detergent  Examination o 

Samples  of  water  from  all  Council  owned  supplies  were 
submitted,  at  least  twice  per  year,  for  chemical  and  detergent 
examination®  7  samples  were  submitted  and  the  reports  indicated 
that  none  of  the  sources  of  supply  were  unfit  by  reason  of 
chemical  contamination ,  nor  was  there  any  evidence  of  an  increase 
in  the  degree  of  detergent  in  any  of  these  supplies® 
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However,  5  samples  from  private  well  supplies  In  Kelmscott 
indicated  a  high  detergent  content  during  the  latter  part  of 
the  year® 

(d)  General . 

With  the  exception  of  Grafton,  Kelmscott  and  Radcot,  mains 
water  is  now  available  to  all  but  a  very  few  isolated  properties 
within  this  District •  Following  the  poor  samples  found  at 
Kelmscott,  mains  water  in  a  static  tank  was  provided  for  the 
use  of  the  inhabitants  of  the  15  dwellings  in  the  hamlet «  The 
provision  of  a  mains  supply  in  pipes  will  in  future  be  the 
responsibility  of  the  new  Water  Board  to  whose  notice  this  area 
was  brought o 

Drainage  and  Sewerage 

At  present  there  are  public  sewers  in  Hampton,  BLadon, 
Burford,  Carterton,  Ducklington  and  Eynsham0  Also  in  part  of 
Filkins,  Freeland,  Fulbrook,  Hailey,  Hanborougho 

(Long  Hanborough  and  Church  Hanborough),  part  of  North  Leigh 
and  part  of  Stanton  Harcourt®  There  are  small  private  sewerage 
systems  which  receive  drainage  from  most  of  the  dwellings  in 
Little  Faringdon  and  Westwello 

The  under-mentioned  main  drainage  schemes  are  under 
construction  and  should  be  completed  during  196? s 

Bri  ze  Norton  with  Minster  Lovell,  Cassington  and  Glanfleldo 

Approval  has  been  received  from  the  Minister  of  Housing  and 
Local  Government  to  obtain  tenders  for  the  under-mentioned 
schemes  s 

Aston  with  Cote,  and  enlargment  of  the  existing  scheme  In 
Stanton  Harcourt® 

Alvescote  All  post-war  Council  houses  connected  to  small 

disposal  plant o  Impervious  subsoil  and  high  water  table 
limits  the  efficiency  of  the  septic  tank  systems  provided 
to  the  majority  of  the  privately  owned  dwellings  im  this 
village • 

Asthall®  The  majority  of  private  dwellings  have  individual 
septic  tanks  but  the  high  water  table  greatly  limits 
efficiency  except  in  high  ground  at  Astalleigh® 

Aston  and  Bamptono  Septic  tank  systems  provided  for  all  ©£ 
the  larger  dwellings,  soakaway  drains  provided  for  the 
small  dwellings,  council  houses  drained  to  septic  tamkSo 
The  high  water  table  in  this  area  adversely  affects  the 
septic  tank  systems ®  The  proposed  main  drainage  scheme 
is  to  go  to  tender  in  19&7® 
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ELack  Bourton  (With  Carterton)  Approximately  75  per  cent  of  all 
properties  situated  within  Carterton  are  drained  to  the 
Council’s  sewers®  In  Black  Bourton  village,  where  main 
drainage  is  not  available,  each  house  is  drained  to  a 
septic  tank  but  the  impervious  subsoil  and  high  water  table 
prevent  these  systems  from  being  efficient.  Drastic 
reorganisation  of  the  main  drainage  scheme  in  Carterton 
will  be  necessary  to  deal  with  the  planned  expansiono 

HLadon.  More  than  75  per  cent  of  the  properties  are  drained 
to  the  Council’s  sewers?  the  remaining  properties  are 
drained  to  individual  septic  tanks  which  are  satisfactory, 
but  some  nuisance  is  caused  by  agricultural  drainage 
systems. 

Brize  Norton.  Council  houses  connected  to  small  disposal  plant, 
larger  houses  and  recently  modernised  cottages  have 
individual  septic  tanks.  High  water  table  restricts  use 
of  septic  tanks  in  Station  Road  area.  Work  was  started 
early  in  the  year  on  a  new  main  drainage  scheme,  In 
conjunction  with  Upper  Minster  Lovell,  and  this  should  be 
completed  during  1967® 

Broadwell  and  Kencott.  The  majority  of  the  dwellings  have 

individual  septic  tanks  but  the  high  water  table  adversely 
affects  efficiency. 

Cassington.  The  Council  houses  connected  to  disposal  plant,  the 
majority  of  private  houses  have  individual  septic  tanks; 
the  high  water  table  and  impervious  subsoil  severely  limits 
efficiency  of  septic  tanks.  Work  was  started  on  the  main 
drainage  scheme  late  in  the  year,  completion  is  estimated 
during  1967/68. 

Clanfield.  Council  houses  connected  to  disposal  works,  larger 
private  houses  and  modernised  cottages  drained  to 
individual  septic  tanks  but  high  water  table  severely 
restricts  efficiency  and  prevents  satisfactory  drainage 
of  many  small  cottages.  Construction  of  main  drainage 
scheme  continued  throughout  the  year  but  due  to  labour 
difficulties  will  not  be  completed  until  late  1967° 

Crawley.  Majority  of  properties  drained  to  individual  septic 

tanks,  no  disposal  problems  on  high  ground  but  high  water 
table  adversely  affects  tanks  in  the  lower  parts  of  the 
village. 

Cur bridge .  Council  houses  connected  to  disposal  plants,  majority 
of  private  dwellings  have  individual  septic  tanks  but  the 
impervious  subsoil  drastically  limits  effeciency.  A  main 
drainage  scheme ,  in  outline ,  has  been  submitted  to  the 
Council,  but  progress  has  been  delayed  due  to  difficulty 
in  finding  a  disposal  works  site. 
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Ducklington.  Approximately  95  per  cent  of  all  properties  now 
drained  to  the  sewer.  The  few  remaining  properties  will 
be  re-drained  when  they  are  modernised. 

Filkins  (With  Broughton  Poggs)  The  centre  of  Filkins  and  all 
council  houses  are  drained  to  sewage  disposal  plant; 
other  properties  have  individual  septic  tank  systems. 

Grafton.  Each  property  is  drained  to  a  septic  tank  but  the 
high  level  of  the  subsoil  water  throughout  the  year 
inhibits  efficiency.  Low  density  development  makes 
the  provision  of  main  drainage  uneconomic. 

Hailey.  At  Pro ff ley  End  groups  of  houses  are  still  drained 

to  septic  tanks.  A  main  drainage  scheme  for  the  majority 
of  the  properties  in  the  village  has  been  completed.  About 
75  per  cent  have  been  connected. 

Hanborough.  The  main  drainage  scheme  has  been  completed  and  about 

- So"  per  cent  of  properties  are  connected. 

Hardwick  (with  Yelford)  The  majority  of  the  dwellings  are 

provided  with  Individual  septic  tanks  but  the  high  level 
during  the  autumn  and  winter  restricts  the  efficiency 
of  the  drainage. 

Holwell  and  Westwell®  All  properties  In  these  villages  are 

connected  either  individually  to  septic  tanks  or  In  groups 
to  a  small  disposal  plant®  There  are  no  disposal 
problems. 

Kelmscott®  Four  council  houses  and  all  private  dwellings  are 
connected  to  septic  tanks  but  the  high  water  table  makes 
disposal  exceedingly  difficult®  All  shallow  wells  in 
this  village  are  contaminated  to  a  greater  or  lesser 
degree® 

Langford o  All  council  houses  are  connected  to  the  disposal 

plant ,  approximately  50  per  cent  of  the  private  houses  have 
septic  tanks  systems,  the  remainder  have  soakaway  drains® 
There  are  no  disposal  problems  but  many  of  the  cottages 
lack  an  adequate  area  of  land  for  drainage® 

Minster  Lovell®  The  council  houses  in  new  Minster  are  connected 
to  a  sewage  disposal  plant®  Most  of  the  private  dwellings 
in  New  and  Old  Minster  Lovell  have  individual  septic  tanks 
but  the  high  water  table  and  the  Impervious  nature  of  the 
sub-soil  In  the  old  part  of  the  village  adversely  affects 
the  efficiency  of  the  septic  tanks®  Work  was  started 
late  In  the  year  on  the  main  drainage  scheme  in  conjunction 
with  Brize  Norton;  due  to  overloading  of  the  existing 
sewage  disposal  works,  which  receives  drainage  from 
properties  only  in  the  Common  Road  and  Park  Road  areas 
of  North  Leigh,  consideration  Is  being  given  to  the 
re-siting  and  enlargement  of  the  disposal  work  and  the 
provision  of  main  drainage  in  Green  Lane,.  New  Yatt  Road, 

Church  Lane  and  East  End®  Considerable  pollution  of 
water  courses  arid  ditches  occurs  throughout  the  uix-sewered 
parts  of  this  Parish®  6l 
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Northmoor  and  Standlake®  The  council  houses  are  connected 
to  sewage  disposal  plants  and  the  majority  of  the  water 
from  wells  in  these  villages  is  unfit  for  human  consumption® 
There  Is  now  some  pollution  of  water  courses  due  to  newly 
installed  septic  tank  systems ® 

Ramsdexio  Council  houses  are  connected  to  a  sewage  disposal 
plant,  many  private  houses  have  individual  septic  tank 
systems  which  due  to  the  impervious  subsoil  cause  nuisance 
from  time  to  time*  Provision  has  been  made  by  the  Chipping 
Norton  R.D.C.  to  receive  drainage  from  a  main  drainage  scheme 
when  their  UFLnstock  Scheme' ”  is  completed® 

Shilton*  Council  houses  are  connected  t©  a  sewage  disposal  plant, 
most  private  houses  have  individual  septic  tanks  systems  but 
the  impervious  nature  of  the  subsoil  in  the  higher  parts  of 
the  village  and  the  high  level  of  the  water  table  in  the  centre 
of  the  village  adversely  affects  the  efficiency  of  septic 
tank  systems «  Serious  nuisance  is  caused  when  the  water 
table  is  high*  A  scheme  to  sewer  the  village  is  being 
prepared  by  the  Council *s  consultants  and  a  tehcnical  enquiry 
will  be  held  early  in  19^7° 

Stanton  Hareourt®  The  council  houses  and  private  houses  in  the 
vicinity  of  the  council  estates  are  drained  to  a  disposal 
works,  most  other  properties  In  the  area  have  Individual 
septic  tanks®  Proposals  to  resite  the  existing  works  and 
to  sewer  the  remainder  of  the  parish  have  been  submitted  to 
the  Minister® 

Swinbrook  and  Widford®  The  larger  private  houses  and  approximately 
50  per  cent  of  the  smaller  cottages  have  septic  tanks,  the 
remainder  drain  to  soakaways.  The  high  water  table  in  the 
centre  of  Swinbrook  adversely  affects  the  efficiency  of 
septic  tanks® 

Taynton*  All  farms  and  the  majority  of  the  private  houses  In 
the  eastern  part  of  the  village  have  septic  tank  drainage. 

Only  4  in  the  western  part  of  the  village  have  no  efficient 
drainage  systems® 

Hampton®  All  the  premises  are  now  connected  to  the  sewer® 

GENERAL. 

During  the  year  Inadequate  drainage  arrangement  in  several 
rapidly  developing  areas  In  the  district  have  been  a  difficult 
problem®  This  has  been  particularly  so  in  Aston,  last  End, 

New  Yatt,  North  Leigh  and  to  a  limited  extent,  in  South  Leigh 
and  Freeland,  where  nuisance  has  been  caused  by  the  surcharging 
of  septic  tank  systems  of  newly  completed  premises  as  well  as  of 
the  other  properties,  which  resulted  in  the  pollution  of  ditches 
and  watercourses®  Septic  tank  drainage  is  only  really  successful 
if  there  is  a  large  disposal  area  of  a  good  draining  subsoil,  and 
is  not  suitable  for  Urban  densities  of  housing  development®  A 
reduced  cost,  septic  tank  emptying  scheme  was  introduced,  to  help 
occupiers  In  Aston® 
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REFUSE  COLLECTION  AND  DISPOSAL 

Refuse  is  collected  on  a  weekly  basis  from  all  parishes,  and 
is  disposed  of  b y  controlled  tipping®  The  district  is  divided 
into  three  sectors  with  tips  at  Shilton ,  Standlake  and  North  Leigh® 

RODENT  CONTROL 

During  the  past  year,  the  rat  population  of  the  District 
increased  slightly  from  the  low  density  which  occurred  during  1965 ® 
By  the  end  of  the  year  there  were  approximately  8,600  properties 
in  the  District  and  the  Rodent  Officer  visited  some  1,171  of  these® 
He  found  884  properties  to  be  infested®  This  figure  compares  less 
favourably  with  the  59^  infested  properties  visited  in  1965 o 

ANIMAL  BOARDING  ESTABLISHMENT  ACT,  X963 

The  standard  of  accommodation  in  the  4  registered  premises  was 
satisfactory®  8  visits  of  inspection  were  made  during  the  year® 

Section  D 

SUPERVISION  AND  CONTROL  OF  PUBLIC  TOILETS 
SUPERVISION  OF  PUBLIC  TOILETS 

During  the  year  under  review  £8l  were  spent  on  repairs  to 
fittings  which  had  been  damaged®  The  most  costly  individual 
replacement  was  a  W®G®  flushing  cistern,  which  was  smashed,  at 
Bampton,  and  resulted  in  a  serious  wastage  of  water®  Mquid 
soap  dispensers  were  removed,  or  smashed,  at  Carterton  and 
Burford  within  48  hours  of  being  fitted,  for  this  reason  these 
fittings  have  not  been  replaced  during  the  past  six  months® 

It  is  proposed  to  carry  out  further  works  of  a  minor 
character,  at  Hampton,  Burford  and  Carterton  to  increase 
ventilation  and  to  discourage  the  defacement  of  walls  and  door 
surfaces® 

During  the  year  239  visits  were  made,  by  your  Officers® 

Thanks  are  due  to  the  four  part-time  cleaners  who  keep  these 
toilets  reasonably  clean  despite  the  efforts  of  a  few  peculiar 
people  who  apparently  cannot  resist  the  urge  to  wreck  them® 

No  agreement  was  reached  between  this  Council  and  the  County 
Council  on  a  suitable  site  for  toilet  facilities  on  the  Oxford- 
Cheltenham  Road  (a40)  to  the  West  of  Witney® 

HOUSING 

(a)  Slum  Clearance®  During  the  year  18  properties  were 
represented  as  unfit  for  habitation  and  the  Council  agreed  to  take 
action  In  respect  of  16.  Details  of  this  action  are  given  In 
(e)  (ii)  below®  22  families  were  rehoused  from  sub-standard 
dwellings  in  respect  of  which  formal  action  had  previously  been 
taken  by  the  Council® 

336  visits  were  made  hy  your  officers  to  sub-standard 
dwellings  during  the  year® 
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(b)  New  Houses .  99  council  houses  were  completed  during  the 
year  and  337  dwellings  were  built  by  private  enterprise. 

(c)  Hutted  Camps.  Ely  the  31st  December  only  one  hut  at 
Hampton  reminaed  occupied® 

(d)  Overcrowding.  No  new  cases  of  overcrowding  were  reported 
during  the  year. 

(e)  Action  under  Statutory  Powers 

(i)  Proceedings  under  Section  9  and  10  Housing  Act,  1957s~ 


(a)  Number  of  dwellings  in  respect  of  which  notices  were 

served  requiring  repairs  • .  o  <>  ®.  • •  • •  ..  « •  6 

(b)  Number  of  dwellings  which  were  rendered  fit  after 
service  of  formal  notices- 

(i)  By  owners  6 


(ii)  %  Local  Authority  in  default  of  owners  0 
(ii)  Proceedings  under  Section  l6  and  17  Housing  Act,  1957’“ 
(a)  Number  of  dwellings  in  respect  of  which 


Demolition  Orders  were  made  8 

(b)  Number  of  Closing  Orders  made  5 

(c)  Number  of  dwellings  demolished 

voluntarily  by  owners  NIL 

(d)  Number  of  dwellings  demolished  in 

pursuance  of  Demolition  Orders  2 

(e)  Number  of  Undertakings  given  to  make 

dwellings  fit  for  human  habitation  NIL 

(f)  Number  of  Undertakings  not  to  re-let 

for  human  habitation  3 

(g)  Number  of  Closing  Orders  rescinded  26 

(h)  Number  of  houses  made  fit  for  human 

habitation  73 


(iii)  Proceedings  under  Section  18,  Housing  Act,  1957  NIL 

(iv)  Proceedings  under  Public  Health  Act,  1936s- 

(a)  Number  of  dwellings  in  respect  of  which 

informal  notices  were  served  requiring 
defects  to  be  remedied  20 

(b)  Number  of  dwellings  in  which  defects 

were  remedied  after  service  of  informal 
notice  l6 

(c)  Number  of  dwellings  in  respect  of  which 
formal  notices  were  served  requiring 

defects  to  be  remedied  NIL 

(d)  Number  of  dwellings  In  which  defects 

wer$  remedied  after  service., of  formal 
notices s-  64 
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(i)  %  owners  NIL 

(ii)  %  Local  Authority  in  default  of  owners  NIL 

CARAVANS 

There  has  been  an  increase  of  62  in  the  number  of  caravans 
used  as  living  accommodation®  %  the  31st  December,  422 
caravan  standings  were  licensed  for  residential  occupation© 

These  increases  occurred,  mainly,  on  single  caravan  sites  where 
the  caravan  had  been  authorised  whilst  a  permanent  building  was 
being  erected  on  the  site®  By  the  31st  December,  there  was 
a  total  of  22  vacant  standings  on  the  larger  residential  caravan 
sites  in  this  District® 

Although  the  standard  on  caravan  sites  generally  remained 
satisfactory  formal  action  had  to  be  taken  against  the  owners 
of  two  of  the  larger  sites®  One  owner  was  required  to  cease 
causing  nuisance  by  the  discharging  of  sewage  effluent  on  to 
land  adjacent  to  his  site©  The  second  owner  was  required  to 
provide  an  adequate  and  wholesome  supply  of  water  and  an 
efficient  system  of  drainage  to  seventeen  caravans©  Each  owner 
subsequently  complied  with  the  requirements  of  the  respective 
Notices® 

837  visits  were  made  by  your  officers  under  the  "Caravan 
Act  i960”  during  the  year® 

Section  E 
FOOD  INSPECTION 


Meat  Inspection 

During  the  past  year,  the  number  of  animals  which  were 
killed  in  the  two  licensed  slaughterhouses  decreased  by 
approximately  100  over  the  throughput  of  each  of  the  last  two 
years©  The  quality  of  the  meat  produced  at  each  of  the 
slaughterhouses  continued  to  be  high©  The  major  reasons  for 
unsound  meat  were"- 

1©  Liver  abscesses  in  cattle© 

2©  Liver  fluke  in  sheep  and  cattle© 

3©  Cirrhosis  of  liver  in  pigs© 

4©  Internal  haemorrhage  In  pigs© 

Tuberculosis  was  a  minor  cause  of  unsound  meat© 

Although  the  time  spent  by  Public  Health  Inspectors,  at  the 
two  slaughterhouses  remains  high,  as  a  result  of  the  new  system 
of  inspection  required  by  the  Meat  Inspection  Regulations,  1963$ 
the  number  of  days  per  week  reduced  from  three  to  two© 
Approximately  £127  was  obtained  from  charges  for  the  inspection 
of  meat  at  the  slaughterhouse  during  the  calendar  year© 
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SLAUGHTERHOUSE  STATISTICS 


Cattle 

excluding 

Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Total 

Number  killed 

270 

7 

1377 

364 

2018 

Number  inspected 

270 

- 

7 

1377 

364 

2018 

All  diseases  except 
Tuberculosis  s - 
(a)  Whole  carcases 
condemned 

2 

1 

3 

(b)  Carcases  of 
which  some  part  or 
organ  was  condemned 

44 

1 

69 

37 

151 

Percentage  of  the 
number  inspected 
affected  with 
disease  other  than 
Tuberculosis 

16.296 

14.286 

5.156 

10.44 

■  7.634 

Cysticercosis 

- 

- 

4B> 

OB 

- 

- 

Meat  condemned  during  period  1st  January  -  31st  December ,1966 s 


Meat  -  To  Bo 

Other  diseases  eonds* 

Offal  =  To  Bo 

Other  diseases  condso 


15  lbs« 
208  Ibso 
-  Ibso 
413  Ibso 

636  Ibso 


Food  Handling o 

The  general  standard  within  these  premises  was  satisfactory 
as  was  the  general  standard  of  food  handling  and  stock  rotation o 
The  tendency  to  overload  frozen  food  display  cabinets  continued, 
but  n©  complaints  of  unsoundness  in  this  type  of  food  were 
received  from  purchasers o  During  the  year  two  retailers  were 
prosecuted  for  selling  unsound  food,  a  mould  covered  wrapped 
loaf,  and  a  mould  covered  meat  pie®  The  retailer  of  the  loaf 
was  found  to  be  not  guilty,  but  the  manufacturer  was  fined 
£25 o  The  retailer  of  the  meat  pie  was  fined  £10® 

Ice  Cream o 

During  the  year  the  number  of  registered  premises  for  sale 
and  storage  of  hard  ice  cream  increased  to  115?  but  the  manufacture 
and  sale  of  soft  ice  cream  was  undertaken  at  only  2  shops  within 
the  District®  No  unsatisfactory  conditions  were  noted  at  any 
of  these  premises  during  the  year® 
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The  following  are  the  statistics  required  by  the  Ministry 
in  connection  with  Food  Hygienes- 

1.  No.  of  food  Premises  in  the  Area  220 

General  Stores  79 

Butchers  12 

Cafes  and  Hotels  and  licensed  premises  119 

Bakehouses  7 

Wholesale  food  depot  3 

220 

2«>  Number  of  premises  complying  with  Regulation  16  220 

Number  of  premises  to  which  Regulation  19 
applies  215 

Number  of  premises  complying  with  Regulation  19  213 

3*  Poultry  Inspection 

Number  of  processing  premises  in  the  District  2 

Number  of  visits  2 

Total  number  of  birds  processed  during  the  year  UNKNOWN 
Comments  on  Poultry 

Processing  and  It  is  suspected  that  there  is  a 

Inspection  considerable  daily  throughputs  at 

the  present  time  inspection  could 
only  be  undertaken  if  other  duties 
were  neglected. 

Section  F 

INDUSTRIAL  HEALTH 

FACTORIES  ACT,  1961 

During  the  year,  the  register  of  factories  was  further 
amended  and,  as  a  result,  l6  new  premises  were  added  and  l8 
were  deleted •  By  the  end  of  the  year  9^  factories  were 

registered  and  121  outworkers  were  listed.  Sixteen  visits 
were  made,  at  the  request  of  the  Factories  Inspector,  to 
premises  where  the  sanitary  accommodation  had  been  found  to 
be  dirty,  or  defective.  All  defects  were  remedied  during 
the  period  under  review. 
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1.  Inspections  No*  on  Register  Inspections  Written  Prosecu 


1*  Factories  to 
which  Secs.  1,2, 

3,4,6  and  7  apply  0 

2.  Factories  to 
which  Sec.  7 

applies  94 

3*  Other  premises 

to  which  Sec. 7 

applies  0 


Total  94 


Notices  tions 

6  0  0 

0  0  0 

6  0  0 


2.  Defects  Found 


Sec.  7  Sanitary 

conveniences  - 

(a)  Insufficient 

(b)  Unsuitable  or 
defective 

(c)  Not  separate 
for  sexes 

(d)  Lack  of 
cleanliness 


Found  Remedied  Reported  by 

H.Mo  Inspector 


3 


Total 


3 


No  o  of  Outworkers 

(Wearing  apparel)  121 

OFFICES ,  SHOPS  AND  RAILWAY  PREMISES  ACT,  1963 


During  1966,  five  offices,  five  retail  shops,  two  catering 
establishments  and  one  fuel  depot  were  registered.  The  total 
number  of  premises  of  all  types  now  registered  is  164.  Informal 
notices  were  served  upon  owners  of  two  shops,  one  office  and  one 
catering  establishment  which  did  not  comply  with  the  requirements 
of  the  Act  in  the  following  respects s- 


(a)  Lack  of  adequate  ventilation  - 

(b)  Lack  of  recording  theremometer  - 

(c)  Inadequate  sanitary  accommodation 

(d)  Lack  of  adequate  washing 
facilities 


1  (office) 

2  (1  shop,  1 
catering 
establishment ) 

1  (catering 
establishment ) 

1  (catering 
establishment ) 
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(e)  Insufficient  artificial  lighting  -  2  (l  shop,  1  office) 

(f)  Inadequate  storage  facilities  for 

outer  clothing  -  1  (catering 

establishment ) 


(g)  Insufficient  floor  space  - 

(h)  Lack  of  protection  of  electrical 
appliances 


(i)  Failure  to  display  a  copy  of  the 
abstract  of  the  Act  - 


2  (1  shop,  1  office) 

2  (i  shop, 

1  catering 
establishment ) 

2  (1  shop,  1 
catering 
establishment ) 


Only  25  re~inspections  of  registered  premises  were  made, 
during  the  year,  but  4  of  these  were  found  to  be  in  default*  If 
is  probable  that  when,  during  19&7*  all  the  remaining  premises 
are  visited,  other  instances  of  non-compliance  will  be  noted. 
During  the  year,  however,  no  complaints  were  received  from  persons 
employed  within  the  District. 

1  accident,  involving  an  employee  at  a  shop,  was  reported. 

The  injuries  were  of  a  minor  character  and  were  caused  by 
temporary  lack  of  care  by  the  employee  concerned. 
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